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INTRODUCTION 


On  Tuesday,  September  27,  1966,  a  Negro  youth  fleeing  from  a 
stolen  auto  u>as  shot  and  fatally  wounded  by  a  San  Francisco  Police 
Officer.   This  incident  occurred  in  the  Hunters  Point  District  of 
San  Francisco  which  is  a  predominately  Negro  area.   U/ord  of  the  in- 
cident spread  rapidly  throughout  the  Negro  area.   This  was  the 
beginning  of  128  hours  of  civil  disturbance  which  was  to  be  a  toil- 
some experience  for  the  citizens  of  San  Francisco,  and  one  which 
taxed  Law  Enforcement  Agencies  to  the  utmost. 

The  minimal  number  of  injuries  and  incidents  of  damage,  and 
the  effectiveness  with  which  this  operation  was  handled  is,  in  large 
measure,  attributable  to  the  quality  and  personal  character  of  the 
personnel  who  were  directly  involved.   These  persons  exhibited  an 
extreme  degree  of  professionalism  throughout  the  campaign  where 
personal  initiative  was  required  in  facing  and  overcoming  physical, 
psychological  and  tactical  problems  which  arose  with  incalculable 
swiftness. 

The  cooperation  rendered  by  all  --  Supporting  Agencies  of  the 
California  Highway  Patrol,  California  National  Guard,  California 
Disaster  Office,  San  Francisco  Disaster  Office,  the  Utilities  Ser- 
vices, Economic  Opportunity  Center,  Youth  for  Service,  other  community 
leaders,  various  municipal  Departments  and  the  Wembers  of  this  Depart- 
ment was  to  be  noted  throughout.   Under  extreme  hardship  conditions 
where  long  and  arduous  hours  were  spent  on  the  street,  many  of  which 
were  devoid  of  relief,  food  and  water,  etc.,  the  appearance  was  one 
of  determined  effort  as  if  by  one  large  agency. 

members  of  the  general  Negro  community,  particularly  those 
who  reside  in  the  areas  of  the  disturbances,  must  be  commended  for 
their  compliance  with  the  necessary  requests  and  orders  of  the 
agencies  attempting  to  control  the  disturbance  and  re-establish 
order. 
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Another  important  aspect  u/hich  must  be  considered  in  examining 
the  effectiveness  u/ith  luhich  this  operation  was  handled,  is  the  ad- 
vanced planning  that  luas  undertaken  as  early  as  1963  to  anticipate 
what  reasonably  could  be  expected.   During  1963  this  Department  held 
several  meetings  u/ith  the  California  National  Guard  to  establish  and 
delineate  the  precise  steps  required  to  obtain  support  services  of 
that  agency.   Folloiuing  these,  additional  meetings  mere  held  uthere 
strategic  and  operational  plans  were  developed  and  areas  predesignated 
where  such  outbreaks  could  be  expected.   Dflanpouier  requirements  tuere 
related  to  perimeter  and  containment  areas. 

As  in  all  prior  planning,  not  all  of  these  plans  were  effective. 
Tried  practices  and  theories  had  to  be  related  to  current  and  new 
situations  and  tactics.   However,  the  general  success  of  the  operation 
in  quelling  rapidly  and  effectively  what  could  have  been  a  catastrophic 
occurrence  is  evident. 

During  this  128-hour  period: 

1  person  was  fatally  shot  (initial  incident) 

161  persons  were  reported  injured,  including: 

58  Policemen 
27  Firemen 

2  Highway  Patrolmen 

5  Other  City  Employees 
69  Civilians  (ID  from  gunshot  wounds) 

457  persons  arrested  connected  therewith,  including: 

325  Adults 
89  Juveniles 
43  Juveniles  cited  (other  than  Traffic) 

253  Incidents  of  Property  Damage,  including: 

170  Civilian 
83  Governmental 

67  Incidents  of  inventory  loss 

Property  damage  was  estimated  at: 

Civilian  Property  Damage  8  33,328.00 

Governmental  Property  Damage  11,630.00 

Inventory  Loss  -  Civilian  90,824.00 

Governmental zz 

TOTAL  $135,782.00 
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Under  the  direction  of  Thomas  J.  Cahill,  Chief  of  Police,  all 
available  data,  records  and  information  relative  to  the  civil  dis- 
turbance luere  gathered  in  an  effort  to  report  the  events  that  occurred 
during  that  period.   Insofar  as  possible,  documented  and  official 
reports  and  records  uiere  used.   In  all  instances,  detailed  efforts 
mere  made  to  verify  and  substantiate  information,  statements  and 
data  that  appear  herein.   Those  luho  desire  additional  information  or 
breakdou/ns  not  covered  by  this  report  are  directed  to  the  original 
reports  and  records  mhich  are  filed  in  their  respective,  normal 
repositories. 


IV 


CHRONOLOGY 


On  the  morning  of  September  27,  1966  the  sun  rose  at  7:01  A.fD. 
daylight  saving  time,  uiith  a  temperature  of  73  degrees,  beginning  u/hat 
luas  to  be  a  clear,  unusually  warm  day  -  11  degrees  above  the  30  year 
average  I 

On  that  day,  Officer  Alvin  Johnson,  Star  No.  22,  worked  his 
normal  tour  of  duty,  being  assigned  as  operator  of  Potrero  Police 
District  Radio  Car  Number  One. 

By  2:00  P.flfl.,  the  promise  of  an  unusually  hot  day  luas  being 
fulfilled.   The  temperature  noiu  had  risen  to  85  degrees  aiith  a  humidity 
reading  of  28  percent  -  the  luind  was  northwesterly  at  7  to  9  miles  per 
hour. 

Shortly  after  2:30  P.ITl.,  Officer  Johnson  was  patrolling  south 
along  Griffith  Street,  near  the  intersection  of  Oakdale  when  his 
attention  was  drawn  to  a  car  facing  north  in  the  center  of  the  road- 
way.  As  Officer  Johnson  observed  the  vehicle  he  saw  the  doors  open 
and  two  suspects  alight;  one  from  the  driver's  side  and  the  other 
appeared  to  come  out  of  the  door  on  the  passenger  side.   This  vehicle 
was  now  stalled  in  the  center  of  the  roadway  approximately  2  to  3  car 
lengths  away  from  the  approaching  police  car. 

Officer  Johnson's  suspicions  were  aroused  when  the  suspects 
abandoned  the  car  and  ran  away  as  he  approached.   The  manner  in  which 
the  suspects  abandoned  the  car  and  fled  when  they  saw  him  indicated  to 
him  that  the  auto  was  stolen.   Officer  Johnson  observed  the  two  sus- 
pects run  around  the  car  and  in  the  direction  of  an  open  area  on  the 
east  of  the  paved  street.   By  this  time,  Officer  Johnson  had  stopped 
directly  in  front  of  the  stalled  auto  and  alighted. 

A  third  suspect,  subsequently  identified  as  Darnell  Wobley, 
Ninj,  14  years,  of  1527  LaSalle  Street,  had  been  able  to  get  out  of 
the  abandoned  vehicle  and  hide  behind  a  parked  station  wagon  in  the 
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area  u/hile  Officer  Johnson's  attention  uias  focused  on  the  tiuo  other 
suspects  who  mere  attempting  to  run  into  the  open  area  betiueen  the 
project  diuellings.   This  subject  u/as  later  proved  to  be  the  driver 
of  the  vehicle  at  the  time  Officer  Johnson  first  saiu  it  on  Griffith 
Street. 

Officer  Johnson,  nouu  on  foot,  ran  after  the  tino  suspects  and 
called  to  them  to  stop,  shouting,  "Stop,  I  tuant  to  talk  to  you." 
These  suspects  hesitated  momentarily  and  then  continued  running. 
Officer  Johnson  dreiu  his  service  revolver  and  again  shouted  for 
them  to  stop,  shouting,  "Stop!   Stand  still  or  I  u/ill  shoot." 

Officer  Johnson  mas  unable  to  overtake  the  fleeing  suspects 
or  persuade  them  to  stop.   He  mas,  houiever,  able  to  observe  their 
direction  of  flight  and  concluded  that  they  u/ere  going  tou/ard  Navy 
Road  and  Griffith  Street.   Officer  Johnson  returned  to  his  radio 
car,  backed  into  Oakdale  Avenue,  turned  around  and  drove  north 
along  Griffith  to  Navy  Road  and  then  made  a  right  turn  and  pro- 
ceeded slomly,  east  on  Navy  Road. 

Investigation  revealed  that  the  tmo  suspects  pursued  by 

Officer  Johnson  mere: 

/■ 

1.  Iflatheu)  Johnson,  NIYIJ,  16  years,  of  1145  Hollister  Street. 
(the  home  of  his  Great  Aunt,  Victoria  lUilliams) 

2.  Clifton  Bacon,  NIKIJ,  15  yearss  of  43  Caine  Street. 

As  Officer  Johnson  proceeded  slomly  along  Navy  Road  and 
approached  the  u/est  end  of  the  first  building  (Building  15)  on 
that  street,  he  observed  one  of  the  suspects  run  out  from  behind 
that  building.   Officer  Johnson  yelled  from  the  open  u/indom  of  the 
police  car  to  this  suspect  and  ordered  him  to  stop.   This  suspect 
then  ran  back  behind  Building  15.   Officer  Johnson  drove  the  police 
car  to  the  east  end  of  the  building  luhere  he  caught  sight  of  the 
suspect  running  doiun  the  hill  in  a  southerly  direction  amay  from 
him. 
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Officer  Johnson  again  dreui  his  service  rev/olvsr  and  shouted 
toward  the  suspect,  "Stop!  Hold  it!  Hold  it  or  I'm  going  to  shoot." 
This  suspect  refused  to  stop  and  continued  running  doiunhill,  in  a 
"broken  field"  fashion.   Officer  Johnson  then  fired  four  shots. 

As  Officer  Johnson  fired  the  fourth  shot,  the  suspect  u/as 
running  up  a  slight  rise  in  the  terrain.   Officer  Johnson  observed 
the  suspect  pitch,  "as  though  he  luere  jumping  into  a  depression," 
beloiu  the  level  of  the  rise.   This  placed  the  suspect  outside  the 
range  of  Officer  Johnson's  observation.   Officer  Johnson  then 
cautiously  proceeded  doiun  the  hillside  to  the  place  where  the  sus- 
pect had  disappeared.   This  was  two  hundred  and  fifty-one  (251) 
feet  in  distance  and  fifty-six  (56)  feet  below  the  grade  level 
from  the  position  where  Officer  Johnson  was  standing  when  he  fired. 
Upon  arriving  at  this  point.  Officer  Johnson  observed  the  suspect 
lying  face  down  on  the  ground  in  the  depression  and  realized  at  that 
time  that  the  suspect  was  hurt.   Officer  Johnson  shouted  for  someone 
to  call  assistance. 

By  this  time,  witnesses  who  had  heard  the  shooting  from  their 
office  building  at  185/1B7  Navy  Road  (The  Economic  Opportunity  Center) 
were  approaching  the  scene,   fflr,  Gus  Davis,  an  employee  of  the  Eco- 
nomic Opportunity  Center,  was  approaching  Officer  Johnson  and  heard 
him  call  for  someone  to  summon  help.   Wr.  Davis  called  over  his 
shoulder  to  one  of  his  employees  and  relayed  the  request,   Pflr.  Davis 
then  continued  to  the  depression  and  observed  the  suspect,   flflr.  Davis 
remained  alongside  Officer  Johnson  who  related  to  him  what  had  occurred. 

meanwhile,  ITIrs.  Louise  U/illiams,  a  registered  nurse  working  at 
the  Economic  Opportunity  Center,  heard  the  shots  and  looked  out  the 
window  of  her  office  at  187  Navy  Road  in  time  to  see  the  suspect  go 
over  the  top  of  the  rise  and  fall  into  the  depression.   From  her 
observation  of  the  nature  of  the  fall  the  suspect  had  taken,  she  assumed 
that  he  would  have  injured  himself  and  went  to  the  scene  to  assist. 
Uihen  (Iflrs.  Uiilliams  arrived  at  the  scene  she  immediately  administered 
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first  aid  to  the  suspect.   She  continued  her  attempt  to  help  the  sus- 
pect until  she  could  no  longer  feel  any  pulse.   Iflrs.  Ulllliams  then 
announced  that  she  thought  the  suspect  uias  dead. 

About  this  time  Inspector  Joseph  Curtin  arrived  on  the  scene 
urith  Sergeant  Perrasso  of  the  Housing  Authority  Police.   Inspector 
Curtin  is  the  Police  Department  member  assigned  in  charge  of  the 
Housing  Authority  Special  Police.   Inspector  Curtin  mas  notified  by 
telephone  of  the  shooting  and  had  responded  from  his  office.   Fol- 
loiuing  his  arrival,  Inspector  Curtin  observed  the  body  on  the  ground 
and  fldrs.  lUilliams  and  IKlr,  Davis  near  Officer  Johnson.   Inspector  Curtin 
spoke  with  Officer  Johnson  mho  described  to  him  luhat  had  happened.  At 
the  direction  of  Inspector  Curtin,  Sergeant  Perrasso  of  the  Housing 
Police  checked  via  radio  for  an  ambulance  and  also  notified  the  Potrero 
Station,   This  radio  transmission  luas  logged  in  the  Police  Department 
records  of  the  Bureau  of  Communications  at  3:10  P. ID.  An  ambulance  from 
the  Alemany  Emergency  Hospital  arrived  at  the  scene  at  3:14  P.ffl. 
Folloiuing  an  examination  of  the  suspect,  he  ujas  pronounced  dead  by 
Ediuard  Chaput,  Steu/ard  from  the  Emergency  Hospital.   At  3:28  P.flfl.  the 
Coroner's  Office  was  requested  to  respond. 

Captain  Harry  Nelson,  Commanding  Officer  of  the  Potrero  Police 
District,  luas  on  duty  and  in  his  office  u/hen  notified  of  the  shooting 
incident  in  the  Hunters  Point  Housing  Projects.   Captain  Nelson  called 
the  Housing  Authority  Police  and  information  mas  verified  that  an 
officer  of  the  San  Francisco  Police  Department  was  involved.  Captain 
Nelson,  Sergeant  Korelec  and  Officer  fldilon  immediately  responded  to 
the  .scene ,  arriving  at  3:28  P.lfl.  at  uihich  time  Captain  Nelson  assumed 
command. 

In  response  to  the  "Shooting  call",  Inspectors  Wanley,  Armstrong 
and  Rajeu/ski  of  the  San  Francisco  Police  Homicide  Detail,  left  the  Hall 
of  Justice  for  the  Oakdale  and  Griffith  location,  arriving  at  approxi- 
mately 3:30  P.m.,  followed  shortly  thereafter  by  Lieutenant  Hugh  Elbert, 
Platoon  Commander  of  the  Potrero  Police  District.   Inspectors  Iflanley, 
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Armstrong  and  Rajeu/ski  took  command  of  the  investigative  aspects  of 
the  incident,  summoned  the  Police  Department  Wobile  Crime  Lab,  inter- 
vieuied  the  immediately  available  witnesses  and  examined  the  scene. 

U/hile  the  investigation  at  the  scene  luas  in  process.  Deputy 
Coroner  Lytle  arrived  and  assumed  custody  of  the  suspect's  body. 
The  body  was  removed  from  the  scene  at  3:50  P.IKI.  The  vehicle  in- 
volved in  the  incident  luas  impounded  and  toiued  from  the  scene  at 
3j55  P.m. 

The  auto  involved  u/as  a  1958  Buick,  license  number  BFE  492. 
This  auto  had  been  parked  at  Cirard  and  Bacon  Streets  near  Portola 
Jr.  High  School  by  the  ouiner,  Wrs.  Ida  Scurlock.  The  time  of  theft 
uras  fixed  at  11:36  A.ffl,  by  Clifton  Bacon,  one  of  the  suspects  pur- 
sued by  Officer  Johnson.   Bacon  recalled  hearing  the  fourth  period 
lunch  bell  ring  at  Portola  Jr.  High.  Although  the  auto  mas  stolen 
at  11:36  A.m.,  it  uias  not  reported  to  the  police  as  stolen  until 
8:25  P.m.   The  late  reporting  uias  because  Mrs.  Scurlock  said  she 
believed  her  husband  may  have  come  for  the  car. 

Betiueen  the  time  of  the  shooting  and  approximately  4:00  P.m. 
the  number  of  persons  observing  the  proceedings  increased  from  10 
persons  to  approximately  150  persons.   These  persons  were  tense  but 
orderly  and  so  remained  until  they  separated  into  smaller  groups  and 
then  dispersed  by  their  oiun  volition  by  4:15  P. ID. 

The  serious  nature  of  this  incident  and  the  possible  consequences 
that  could  arise  from  it  were  immediately  realized  by  Chief  Cahill. 
At  his  direction  this  information  u;as  relayed  to  the  California  Disaster 
Office  at  4:22  P.m. 

The  preliminary  stage  of  the  investigation  by  Inspectors  Wanley 
and  Armstrong  tuas  completed  by  4:50  P.m.   These  inspectors  were  the 
last  unit  of  the  San  Francisco  Police  Department  to  leave  the  scene. 
The  situation  u;as  orderly  at  that  time. 

The  Departmental  investigation  concerning  Officer  Johnson  and 
the  facts  surrounding  the  shooting  shifted  to  the  Potrero  District 
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Police  Station  where  Officer  Johnson  u/as  intervieajed  by  Captain  Nelson 
and  nflembers  of  the  Bureau  of  Inspectors,  and  then  by  (flembers  of  the 
Press.   Follouiing  the  press  interv/ieiu,  Officer  Johnson  laas  ordered  to 
the  Hall  of  Justice. 

A  situation  luas  developing  in  the  3rd  and  Palou  area  at  the 
Economic  Opportunity  Center,   ITIr.  Eugene  Orro  called  Captain  Nelson 
to  advise  him  that  a  large  group  of  young  adults  had  congregated  and 
tt/ere  talking  about  storming  the  Potrero  Station,   lllr.  Orro  requested 
Captain  Nelson  to  come  to  the  scene  and  address  the  crowd. 

As  Captain  Nelson  and  his  staff  left  Potrero  Station,  they 
u/ere  met  by  Blr.  Granville  Jackson  and  (Idr.  U/alter  Scott  of  the  Human 
Rights  Commission  who  accompanied  them  to  the  Economic  Opportunity 
Center  for  the  meeting.   Upon  arriving  at  the  Economic  Opportunity 
Center  Captain  Nelson,  Lieutenant  Elbert,  Iflr,  Jackson  and  fflr.  Scott 
u/ere  immediately  escorted  to  an  office  on  the  second  floor  mhere  a 
meeting  of  40  -  60  young  adults  luas  in  progress.   The  tenor  of  this 
meeting  uias  boisterous  and  tense.   Captain  Nelson  luas  questioned 
simultaneously  by  numerous  people  present  and  his  attempts  to  speak 
mere  thu/arted  by  shouted  questions  and  noise.   The  general  attitude 
of  the  meeting  gathered  impetus  and  changed  from  tenseness  to 
hostility,   fflr.  Scott  and  Ilflr .  Jackson  also  attempted  to  address  the 
group  but  mere  shouted  down  in  turn.   The  only  intelligible  questions 
seemed  to  demand  immediate  information  as  to  what  u/as  being  done  to 
Officer  Johnson:   Ulas  he  being  arrested  for  murder?,  U/as  he  in  jail, 
etc.?  Captain  Nelson  finally  u;as  able  to  communicate  to  the  assembled 
group  that  an  investigation  was  being  conducted  but  that  at  that  time 
insufficient  information  had  been  gathered  to  answer  all  these  questions. 
Captain  Nelson  advised  the  group  that  he  would  do  everything  possible 
to  have  answers  for  them  by  12  lYiidnight.   Captain  Nelson  left  the 
meeting  at  approximately  6:45  P.m.  and  returned  to  Potrero  Station 
where  he  was  met  by  Supervising  Captain  dflartin  Lee. 

lUhen  the  meeting  disintegrated  the  youths  who  had  congregated 
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in  the  area  moved  into  the  streets  cursing  and  shouting.   The  angry 
mob,  its  temper  matching  the  84  degree  temperature,  seized  reporters' 
cameras  and  attempted  to  damage  police  cars,  throwing  any  available 
objects.   Part  of  the  mob  gathered  at  3rd  and  Palou  and  a  portion  of 
its  members  entered  the  Rexol  Drug  store  and  smashed  several  displays, 
finally  leaving  the  store  a  shambles.   The  mob  moved  along  3rd  Street 
breaking  mindou/s  in  the  stores  u/hich  mere  not  Negro  ou/ned. 

In  the  meantime,  ITlr.  Orville  Luster,  Director  of  the  Youth  for 
Service,  advised  that  an  Operations  Headquarters  for  this  group  was 
being  established  at  1600  Oakdale  Avenue.   A  request  for  the  use  of 
Police  Department  bullhorns  was  made  by  ITlr.  Luster.   This  request  was 
complied  with  and  within  moments  several  horns  were  brought  to  the 
scene  and  used  by  members  of  that  group. 

At  the  Potrero  Station,  Supervising  Captain  Lee  and  Captain 
Nelson  were  in  conference  regarding  the  situation  that  was  developing. 
At  approximately  7:00  P.lfl.  they  toured  the  affected  area  to  assess 
the  situation  and  to  determine  what  police  requirements  would  be 
necessary  to  control  the  problem.   Numerous  reports  were  being  received 
of  large  groups  of  youths  gathering  at  various  points  throughout  the 
area.   Radio  requests  for  assistance  were  being  heard  over  the  com- 
munication systems.   Following  an  alarm  alert  from  the  Sears  Liquor 
Store  and  an  evaluation  of  the  conditions  developing,  Supervising 
Captain  Lee,  via  radio,  ordered  all  District  Station  #1  radio  cars 
manned  with  4  men  each  to  respond  to  the  Potrero  District.   This  order 
mas  issued  at  7:23  P.ffl.   At  7:29  P.ITl.  Supervising  Captain  Lee  estab- 
lished area  blockades  in  the  3rd  Street  area  and  at  7:30  P.ftl.  all 
available  solo  motorcycles  were  ordered  to  assist  in  +he  Potrero 
District.   Supervising  Captain  Lee  and  Captain  Nelson  returned  to  the 
Potrero  Station. 

The  situation  was  developing  toward  riot  proportions.   At 
7s32  P.ITl.  the  first  window  smash  was  reported.   At  7:35  P.ITl.  the  first 
riot  condition  call  was  broadcast  over  the  police  radio,  the  location 
was  given  as  4917  -  3rd  Street. 
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As  conditions  mere  developing.  Chief  Cahill  was  in  conference 
with  Mayor  Shelley  regarding  the  situation  and  control  measures  which 
vould  be  required.  As  a  result  of  this  conference,  a  temporary 
Command  Operations  Center  u»as  established  in  Chief  Cahill* s  office  at 
7j50  P.m.  mayor  Shelley  and  Chief  Cahill  then  responded  directly  to 
Potrero  Station  to  personally  assess  the  conditions.   From  Potrero 
Station,  fliayor  Shelley  and  his  entourage  drove  to  the  Bayvleui  Com- 
munity Center  where  a  large,  unruly  mob  was  massed.   Unsuccessful 
attempts  werb  made  by  the  fflayor,  the  Chief,  and  Supervisor  Terry 
Francois  to  address  the  mob  outside  the  Center.   The  mob  was  so  un- 
ruly that,  in  addition  to  the  verbal  abuse  being  offered,  a  brick  was 
hurled,  narrowly  missing  the  (flayor.  At  this  same  time,  a  solo  motor- 
cycle officer  was  struck  in  the  face  by  another  thrown  brick.  Being 
unsuccessful  in  their  attempts  to  speak  to  the  mob  outside  the  Center, 
the  entire  party  moved  to  the  inside  of  the  Bayview  Community  Center. 
Conditions  inside  the  Center  were  no  better  than  those  which  prevailed 
outside  on  the  street.   Bedlam  and  confusion  reigned  and  the  attempts 
at  quieting  and  addressing  those  in  the  Center  were  no  more  successful 
than  the  previous  attempts.   At  one  point  while  the  Mayor  was  speaking, 
a  person  from  the  mob  jumped  up  in  front  of  him  and  began  agitating  the 
crowd  for  "white  hatred".   Notwithstanding  the  noise,  the  Mayor  was 
successful  in  announcing  that  Officer  Johnson  had  been  suspended  from 
duty  pending  a  complete  investigation.   The  scene  was  now  chaotic  and 
it  was  obvious  that  no  further  communication  could  be  made  so  the 
Mayor,  Chief  and  their  staffs  left  and  returned  to  the  Potrero  Station 
Field  Operations  Center  at  9;30  P.M. 

The  units  that  had  been  ordered  to  assemble  at  the  Potrero 
Station  were  being  equipped  with  protective  headwear  and  batons. 
These  units  were  addressed  by  the  Supervising  Captain,  Chief  Cahill 
and  Mayor  Shelley  relative  to  the  seriousness  of  the  situation  and 
the  necessity  of  avoiding  any  unnecessary  incidents  and  the  use  of 
force.   On  completion  of  the  receipt  of  these  instructions  the  men 
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mere  placed  into  squads  and  mere  readied  for  assignments,  and  to  be 
moved  to  designated  staging  places  in  the  3rd  Street  area.   The 
available  personnel  were  divided  under  the  commands  of  Captains  Cummins, 
Barca  and  Nelson,  and  transported  to  the  staging  areas  at  Quint  and 
LaSalle,  Quint  and  Palou,  and  Quint  and  Oakdale  mith  instructions  to 
su/eep  Easterly  towards  3rd  Street  to  disperse  the  crowds  and  to  clear 
the  areas  inhere  the  trouble  mas  occurring.   In  the  meantime,  Traffic 
Bureau  personnel  mere  assigned  to  block  3rd  Street  and  divert  auto 
traffic  from  ll/illiams  Avenue  to  Evans  Avenue  to  prevent  cars  from 
entering  the  area. 

The  assembled  squads  began  the  sweep  on  all  "east-mest"  streets 
from  LaSalle  to  Palou.   Although  several  arrests  mere  made,  the  smeep, 
or  clearing,  of  this  area  mas  accomplished  mithout  major  incident. 
When  the  smeep  of  these  streets  mas  completed,  the  squads  mere  regrouped 
at  3rd  and  Oakdale  under  the  commands  of  Captains  Nelson  and  Barca  mith 
orders  to  smeep  further  in  an  Easterly  direction  to  move  and  disperse 
those  people  on  the  streets,  and  to  place  men  on  the  corners  of  the 
intersections  to  maintain  security  and  control. 

rollomlng  the  smeep,  Captains  Cummins,  Nelson  and  Barca  mere 
met  by  Supervising  Captain  Lee.   Captain  Cummins  mas  placed  in  command 
and  the  Potrero  District  mas  divided  into  2  parts;  Captain  Barca  mas 
assigned  in  command  of  the  Northern  half  and  Captain  Nelson  mas 
assigned  the  Southern  half,  mith  orders  to  keep  the  area  clear. 

Folloming  the  return  of  the  Wayor  and  Chief  to  Potrero  Station, 
it  mas  determined  that  additional  police  personnel  mould  be  required. 
Chief  Cahill  ordered  all  day  match  personnel  to  be  recalled  and  the 
midnight  to  8:00  A.W.  match  summoned  early.   Determinations  mere  also 
made  at  this  time  to  alert  the  California  Highmay  Patrolp  California 
Disaster  Office  and  the  National  Guard  that  assistance  might  be  re- 
quired.  Simultaneously,  information  mas  received  from  the  Director 
of  the  San  Francisco  Disaster  Corps  that  he  was  setting  up  headquarters 
in  the  Wission  Emergency  Hospital. 
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Shortly  thereafter  a  temporary  Emergency  Operation  Center  was 
established  in  the  San  Francisco  Police  Department  by  the  Adjutant 
General  and  the  National  Guard  staff. 

By  10:25  P.lfl.  the  Office  of  the  Governor  luas  notified  of  the 
situation.  By  llsOO  P.W.  liaison  offices  had  been  established  be- 
tween the  San  Francisco  Police  Department  and  the  National  Guard, 
California  Disaster  Office  and  the  California  highway  Patrol.  At 
approximately  this  same  time,  reports  mere  being  received  of  incidents 
occurring  in  the  Northern  Police  District,   At  the  request  of  Chief 
Cahill,  50  California  Highway  Patrol  units  were  sent  to  the  Northern 
District  and  the  remaining  50  sent  to  the  Potrero  District. 

Because  incidents  were  occurring  in  other  than  the  Potrero 
District,  the  Chief  and  Wayor  returned  to  the  Hall  of  Justice  Com- 
mand Operation  Center. 

Between  11:00  and  11:30  P.IKl.  reports  were  received  from  the 
Northern  Police  District  regarding  window  smashes,  large  scale 
looting  and  rioting  in  the  Central  Fillmore  area.   By  midnight,  plans 
for  the  isolation  of  the  Central  Fillmore  District  were  made  utilizing 
the  Highway  Patrol  Units  combined  with  personnel  from  other  District 
Stations,   The  Northern  Field  Command  Post  was  established  oh  the 
area  perimeter  and  a  sweep  of  the  Central  Fillmore  District  was 
commenced.   Fixed  posts  were  established  for  the  area  control  of  both 
the  Northern  and  Potrero  Districts  and  mobile  controls  were  reinforced. 
By  3:00  A.m.  the  situations  in  these  dibcriets  were  under  control  to 
the  point  where  a  gradual  withdrawal  and  release  of  personnel  was 
commenced  and  all  California  Highway  Patrol  units  were  released. 

Following  the  Wayor  and  Chief's  return  to  the  Command  Center 
at  11:22  P.W.,  conferences  were  held  with  all  available  command  staff 
and  liaison  officers  of  supporting  agencies. 

At  11:35  P.IKl.  Chief  Cahill,  through  Rflayor  Shelley,  requested 
that  2,000  National  Guai-dsmen  be  made  available  as  soon  as  possible. 
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By  11:39  P.lfl.  Iflayor  Shelley  had  contacted  Governor  Brojun  via 
land  line  officially  requesting  support  activities  of  the  California 
National  Guard  and  the  State  of  Emergency  Declaration.  At  11:44  P. HI., 
2,000  National  Guardsmen  uiere  ordered  to  duty  in  support  of  the  San 
Francisco  Police  Department, 

Under  the  State  of  Emergency  Proclamation,  a  curfeiu  was 
established  in  pre-designated  areas,  effective  from  midnight  Tuesday, 
September  27  until  6:00  A.ffl.  UJednesday,  September  28,  1966.  Based  on 
the  provisions  of  the  Governor's  proclamation.  Chief  Cahill  issued  a 
State  of  Emergency  Sigalert  at  1:00  A.W.  Uiednesday,  September  28,  1966. 

General  Hill,  Adjutant  General  of  the  California  National  Guard, 
and  staff  arrived  at  the  San  Francisco  Police  Department  at  1:15  A.lfl, 
U/ednesday,  September  28. 

By  2:25  A.ITI.  confirmation  uias  received  authorizing  the  use  of 
Candlestick  Park  and  Kezar  Stadium  as  staging  areas  for  National 
Guard  troops. 

By  3:30  A.flf!,  conditions  mere  under  control  and  the  staff  at 
Operations  Headquarters  uias  reduced  to  minimum  requirements. 

During  the  early  morning  hours,  shortly  before  day-break, 
services  of  the  Department  of  Public  U/orks  were  obtained  to  clean 
the  streets  of  debris  and  objects  uihich  could  be  hurled. 

Command  mas  returned  to  the  Potrero  District  at  6; 20  when 
Captain  Cummins,  Assistant  Supervising  Captain,  placed  Sergeant  E. 
Warelli,  Acting  Platoon  Commander,  in  charge  of  field  operations  in 
the  Potrero  District.   A  survey  of  the  Potrero  District  indicated 
that  conditions  mere  sufficiently  under  control  and  all  outside  district 
cars  mere  released  at  7:18  A.ITI. 

By  9s 30  A.lfl.  on  Wednesday  morning,  conditions  luere  again 
developing  as  information  mas  received  from  patrol  units  that  a  crouid 
was  gathering  in  the  vicinity  of  3rd  and  llflendell  and  lyiendsll  and  New- 
comb  Streets.   Sergeant  Warelli  and  all  available  Potrero  units  res- 
ponded to  the  location.   After  conferring  tuith  community  leaders,  it 
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uias  agreed  that  such  leaders  would  be  given  an  opportunity  to  disperse 
those  persons  who  had  congregated  at  that  location.   The  situation  re- 
laxed for  approximately  1  hour,  at  luhich  time  the  crowd  again  started 
to  masst  using  the  off-street  facilities  of  the  Bayvieui  Community  Center 
at  3rd  and  Wendell  and  the  old  Opera  House  in  the  rear  of  that  building 
from  which  location  Wolotov  cocktails  and  rocks  were  thrown.   The  crowd 
at  this  time  numbered  approximately  200.   The  record  breaking  tempera- 
ture on  this  day  at  11:00  A.W.  was  already  86  degrees  and  rising. 
Tempers  were  being  fueled  by  alcoholic  beverages,  looted  previously, 
which  poured  freely.   The  community  leaders  were  unable  to  control  or 
disperse  the  crowd  which  became  unruly,  throwing  any  available  objects 
and  injuring  innocent  bystanders.   Objects  thrown  by  the  crowd  damaged 
vehicular  traffic  through  the  area.   It  was  soon  realized  that  the 
number  of  available  personnel  was  insufficient  to  properly  control  the 
area  and  situation.  Requests  were  made  for  additional  personnel  and 
mobile  equipment  in  the  Potrero  District  in  order  to  disperse  the  crowd 
which  now  numbered  approximately  700  persons. 

Simultaneously,  while  the  situation  was  developing  in  the  Potrero 
District,  numerous  reports  of  juvenile  groups  and  minor  damages  were 
occurring  throughout  the  city.   At  approximately  12  Noon,  during  the 
lunch  period  break  at  (flission  High  School,  18th  and  Dolores  Street, 
large  groups  of  juveniles  were  gathering  and,  as  a  result,  minor  fights 
between  the  students  developed.   This  situation  rapidly  accelerated 
and  at  12S20  P.W.  riot  conditions  were  reported  on  all  floors  at  Mission 
High  School.   Units  from  the  mission  Station  and  the  Traffic  Bureau 
rushed  to  the  scene  to  aid  units  of  the  Juvenile  Bureau  which  were  in 
the  school.   Traffic  blockades  were  established  on  18th  Street  to 
divert  traffic  from  the  area,  and  members  of  the  Iflission  Station 
entered  the  school  to  assist  the  Juvenile  Bureau  Units.   By  12544  P.fll. 
the  Situation  Report  from  Iflission  High  School  indicated  that  control 
had  again  been  established.   In  order  to  forestall  any  further  dif- 
ficulties with  the  students,  school  administrators  decided  to  close 
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the  school  for  the  remainder  of  the  afternoon,  and  at  1:00  P. IB.  the 
Iflission  High  student  body  was  released.   These  students,  u/hile  making 
their  may  towards  their  homes  in  large  groups,  created  many  problems 
and  caused  certain  damages  along  IBth  Street  and  mission  Street. 
Again,  members  of  the  Traffic  Bureau  and  the  fflission  Station  were 
needed  to  keep  the  croiud  moving  and  in  small  groups.   At  1;18  P.llfl.  a 
riot  call  mas  received  from  23rd  and  Bartlett  Street  at  Horace  Hflann 
Junior  High.   The  same  method  of  control  was  employed  and  22nd  Street 
mas  blockaded  by  the  Traffic  Bureau  as  the  mission  Station  personnel 
moved  in  to  disperse  the  congregating  students.   By  1:32  P.llfl.  this 
situation  had  been  quelled. 

Also  during  these  times,  juveniles  in  the  Northern  and  Park 
Districts  of  the  city  mere  congregating  in  groups  and  mere  attempting 
to  smash  laindou/s,  throui  rocks  and  objects,  block  traffic  and  generally 
disrupt  all  normal  activity.   Units  from  the  Northern  and  Park  Districts 
mere  able  to  keep  the  damages  to  a  minimum  and  control  the  looting  in 
these  areas. 

During  Wednesday  Chief  Cahill  and  the  Tactical,  Operational 
and  Command  staffs  mere  in  conference.  By  8:30  the  entire  San  Francisco 
Police  Department  mas  put  on  standby  alert,  supported  by  100  California 
Highmay  Patrol  Units  and  the  National  Guard  on  standby  status.   All  days 
off  mere  cancelled  and  the  12-8  A.Ifl.  match  members  ordered  to  report  for 
duty  at  8:00  P.m.  At  12:01  P.m.  a  Police  Information  Evaluation  Center 
mas  established.   At  12:07  P.m.  the  emergency  curfem  provisions  estab- 
lished for  the  Fillmore-Potrero  areas  mere  again  effected.   Plans  mere 
formulated  to  activate  a  tactical  mobile  unit  composed  of  California 
Highmay  Patrol  and  San  Francisco  Police  Units.   This  tactical  mobile 
force  mas  termed  "Double  Team" ,  composed  of  15  San  Francisco  police 
cars  and  15  California  Highmay  patrol  cars  mith  2  members  of  each 
agency  in  each  car,  making  a  total  of  2  cars  and  8  men  per  unit,  or  a 
total  of  30  cars  and  120  men.   This  unit  mas  activated  to  patrol  in 
the  Potrero  District  and  proved  to  be  an  effective  meapon  providing 
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mobility  and  quickness  of  striking  force  in  sufficient  numbers  to 
quellf  disperse  and  control  disturbances. 

Support  activities  of  Allied  Agencies  luas  discussed  and  the 
requirement  for  guards  to  offer  protection  to  fire  apparatus  operating 
in  the  vicinity.   Unprotected  and  at  the  mercy  of  mob  incitation,  Fire 
Department  vehicles  and  members  overs  subjected  on  many  occasions  to 
damage*  harrassment,  and  injuries  while  performing  their  functions. 
By  4t00  P.m.  arrangements  had  been  made  mith  the  National  Guard  to 
provide  men  to  protect  the  fire  apparatus. 

Use  u/as  made  of  combined  unit  activities  of  the  police  and 
Highway  Patrol  in  both  the  Northern  and  Central  Districts.   In  these 
areas,  however  1  Highu/ay  Patrol  car  and  2  Highway  Patrol  Officers 
were  utilized  by  placing  2  San  Francisco  Police  Officers  in  the  vehicle. 
In  order  to  maintain  continuity  of  communication,  a  Highway  Patrol 
vehicle  and  a  San  Francisco  police  vehicle  were  parked  side  by  side  at 
the  command  post  and  messages  were  relayed  to  the  units  on  patrol. 
This  provided  both  area  patrol  and  perimeter  containment. 

Captain  Nelson  left  the  conference  at  the  Hall  of  Justice  and 
returned  to  the  Potrero  District  to  assess  the  situation.   Numerous 
reports  of  juveniles  congregating  and  fighting  at  various  locations 
were  received^  in  addition  to  reports  of  looting  and  additional  harrass- 
ment of  vehicular  traffic.   By  3j49  a  command  post  and  staging  area  had 
been  established  by  the  command  units  of  the  Potrero  Station  at  3rd 
and  Kirkwood.   The  previously  established  double  team  units  were 
activated  at  4s00  P. HI,   Attacks  on  the  vehicular  traffic  were  to  the 
degree  that  required  reestablishment  of  the  traffic  blockade  in  the 
3rd  Street  areso   This  was  accomplished  by  4$  12  P.ffl.  with  the  Traffic 
Bureau  command  post  being  established  at  3rd  and  Palou.   Reports  from 
the  Field  Operations  Commanders  indicates  the  following:   Reports  were 
received  that  additional  looting  was  occurring  in  the  3rd  Street  area, 
Wolotov  Cocktails  and  rocks  were  being  thrown,  the  sound  of  gunfire 
could  be  heard.   It  previously  had  been  decided  that  at  least  100 
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personnel  luould  be  required  before  any  attempt  to  disperse  the  crouid 
could  be  undertaken.   However,  because  of  the  shooting  and  other 
activities  there,  it  utas  decided  by  the  field  command  personnel  to 
move  immediately  into  the  area.   Announcement  was  made  by  loudspeaker 
that  the  cromd  constituted  an  unlawful  assembly  and  orders  to  disperse 
were  issued.   Community  leaders  there  requested  time  in  which  to  attempt 
a  dispersal  of  those  congregating.   The  community  leaders  were  given  1 
hour  and  15  minutes  in  which  to  carry  out  the  dispersal.   During  this 
period,  windshields  of  at  least  5  trucks  and  20  autos  were  shattered 
by  rocks.   Dispersal  by  the  community  leaders  was  unsuccessful. 

At  5:38  P. it),  a  burglary  was  reported  at  the  Spotlight  Liquor 
Store  at  3rd  and  Newcomb  and  the  looters  were  reportedly  attempting  to 
move  the  safe.   Simultaneously,  the  Director  of  Traffic  in  the  traffic 
command  car  made  a  request  for  all  patrol  units  to  respond  to  the  Bay- 
view  Community  Center.   At  5:43  P.ffl.  a  report  was  received  that  one  of 
the  patrol  car  unit  officers  had  been  injured  by  thrown  debris,   lilithin 
moments  2  requests  for  assistance  from  officers  on  3rd  Street  and 
Wendell  were  received.   As  a  result  of  this  and  the  chaotic  conditions, 
it  was  decided  that  the  personnel  at  the  command  post  would  have  to  be 
moved  out.   At  5:44  P.ffl.  the  patrol  force  moved  out  as  squads  from  the 
command  post  at  3rd  and  Kirkwood,  to  respond  in  attempting  an  area 
crowd  dispersal  maneuver.   The  squads  were  stretched  across  3rd  Street 
from  building  line  to  building  line  and  moved  slowly  to  the  intersection 
of  3rd  and  Newcomb.   Simultaneously  to  their  arrival  at  this  location, 
firebombs  were  thrown  at  them  from  the  windows  of  the  Bayview  Community 
Center.   In  addition,  gunfire  was  directed  at  them  from  the  Community 
Center  and  also  from  under  a  parked  car  which  was  across  the  sidewalk 
in  a  driveway  on  the  north  side  of  Newcomb  near  Iflendell.   In  order  to 
protect  themselves  and  regain  control  of  the  situation,  the  squads  were 
ordered  to  fire.   The  first  2  volleys  were  fired  into  the  air  in  a 
warning  gesture.   This  proved  fruitless  as  the  officers  were  still 

targets  of  additional  gunfire  and  fflolotov  Cocktails.   The  next  volleys 
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were  directed  at  the  points  from  which  the  firing  eminated.  The 
Bayvieui  Community  Center  u»as  quickly  emptied  and  the  situation 
»as  brought  back  undesr  the  control  of  the  Police.  A  search  of  the 
immediate  vicinity  around  the  auto  disclosed  a  jacket  behind  the 
right  front  u/heel.   In  this  jacket  u/ere  found  60  Seconal  capsules 
and  an  expended  22  cal.  cartridge.   Injuries  as  the  result  of  the 
gunfire  exchanged  totaled  seven  (7),  none  of  which  u/ere  above  the 
waistline  of  those  persons  injured  and  none  of  which  were  of  a 
critical  nature.   Those  persons  were  transported  for  medical  treat- 
ment as  required.  Control  of  the  area  was  maintained  with  the 
placement  of  several  personnel  at  strategic  points  and  roof-tops 
of  buildings  in  the  area. 

U/hen  requests  were  received  at  Command  Headquarters  for 
additional  assistance »  evaluations  were  made  of  available  personnel. 
It  was  decided  to  utilize  the  National  Guard  in  support  activities. 
The  National  Guard  Battalion  2/159  which  was  staged  at  Candlestick 
Park  was  alerted  for  immediate  support  action.   An  escort  was  pro- 
vided for  the  Guard  to  the  3rd  Street  area  where  they  disembarked  and» 
with  fixed  bayonets,  marched  north  along  3rd  Street  clearing  the  area. 
This  sweep  included  3rd  Street  and  streets  two  blocks  to  the  East  and 
lUest  of  3rd  Street.  Streets  were  cleared*  blockades  were  set  up  and 
a  perimeter  was  established.   The  entire  area  was  reported  secured  at 
7:15  P.m.  Perimeter  mobile  control  was  maintained  by  the  San  Francisco 
Police  Department  and  fixed  post  control  points  were  manned  by  combined 
units  of  the  National  Guard,  Highway  Patrol  and  Police  Departrrait. 
During  the  remainder  of  the  evening  the  curfew  which  was  established 
in  the  area  was  enforced,  traffic  was  blockaded  and  only  sporadic 
minor  incidents  of  window  smashes,  lootings  and  fights  occurred  which 
were  handled  by  the  double  team  units.  Captain  Nelson  remained  on 
patrol  in  the  district  with  fflajor  Pickering  of  the  National  Guard. 

During  the  early  evening  hours  of  Uiednesday,  additional  Cali- 
fornia Highway  Patrol  Units  and  National  Guard  Troops  were  arriving 
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for  support  activity,  including  thg  1/159,  2/1B4,  1/143  and  2/143. 
Those  units  which  mera  not  diverted  for  immediate  deployment  mere 
staged  at  Candlestick  Park  and  Kezar  Stadium. 

Because  of  information  received  regarding  possible  attempts 
at  mass  damage  along  the  concentrated  business  establishments  in  the 
fflarket  Street  area,  25  Highway  Patrol  Units  mere  teamed  with  25  San 
Francisco  Police  Officers  to  patrol  the  IKIarket  Street  area.   No 
incidents  were  reported  or  incurred  by  this  patrol  ishich  was  main- 
tained until  approximately  3:00  A.W.  on  Thursday,  September  29,  1966. 

Activity  buildup  in  the  Northern  District  required  the  dis- 
patch and  deployment  of  National  Guard  and  California  Highway  Patrol 
Units.  Bettoeen  7:00  P.m.  and  7:30  P.m.  California  Highiuay  Patrol 
Units  and  National  Guard  Units  luere  dispatched  to  the  Fillmore  area. 
The  Radio  Log  of  the  Bureau  of  Communications  indicates  a  riot  call 
broadcast  at  7:19  P.m.  Rioting  and  looting  luas  occurring  in  the  900 
and  1000  blocks  of  Fillmore  with  some  groups  moving  out  of  the  main 
body  of  the  rioters.  By  7:30  P.IKl.,  sporadic  gatherings  about  the 
central  Fillmore  area  were  occurring.   Incidents  of  tBindout  smashes  were 
reported  from  the  nearby  residential  area.  By  8:00  P.m.  the  Northern 
District  Command  Post  had  been  established  at  Geary  and  U/ebster. 
Shortly  thereafter  the  California  Highway  Patrol  units  arrived  at  the 
Northern  District  Command  Post,  in  forces  numbering  approximately  150 
men.  Uiith  this  personnel  available,  a  sweep  of  the  central  Fillmore 
area  was  made  which  met  only  light  resistance.   By  9:00  P.ffl.  the 
central  Fillmore  area  was  reported  secure. 

By  10:30  P.ffl.  the  National  Guard  trucks  and  troops  had  arrived 
at  the  Command  Post  at  Geary  and  U/ebster  numbering  approximately  300 
men.   These  troops  were  utilized  and  patrols  were  begun  in  the 
Fillmore  area.   Perimeters  were  established  and  maintained  during 
this  period.  Between  12  and  3:00  A.m.  minor  outbreaks  of  window  smash- 
ing and  burglaries  were  occurring  within  the  perimeter,  with  reports 
that  some  burglaries  still  were  occurring  in  areas  outside  the  peri- 
meter.  The  situation  was,  however,  sufficiently  under  control  that 
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at  3:30  A.lfl.  the  Northern  District  Field  Command  Post  was  secured  and 
the  Command  Post  mas  returned  to  the  Northern  Station. 

As  situations  in  the  various  districts  of  the  city  aiere  brought 
under  control,  gradual  withdrawal  of  the  National  Guard  and  Highway 
Patrol  was  commenced  and  by  4j00  A.ffl.  all  Highway  Patrol  units  had  been 
withdrawn  from  the  city  and  only  100  National  Guardsmen  were  being 
utilized  for  support. 

At  Command  Headquarters  in  the  Hall  of  Justice,  information  re- 
garding the  requirement  for  personnel  deployment  was  being  evaluated. 
At  9:10  P.WI.  Governor  Brown  arrived  in  the  Police  Department  Emergency 
Operations  Center  for  an  assessment  of  the  situation  and  control 
methods  being  employed.   At  9:25  P.M.  Governor  Brown  entered  the  Police 
Commission  Hearing  Room  for  a  press  conference.   Following  this, 
Attorney  General  Lynch  and  U,  S.  Attorney  Cecil  Poole  arrived  at  the 
Hall  of  Justice  for  a  conference  with  Chief  Cahill.   Information  being 
received  at  the  Police  Operations  Center  indicated  that  control  had 
been  regained  and  minor  incidents  were  being  adequately  and  well 
handled;   The  release  of  day  watch  personnel  was  ordered  simultaneously 
with  the  withdrawal  of  California  Highway  Patrol  and  National  Guard 
Units. 

At  6s00  A.M.  Thursday,  September  29,  1966  the  curfew  was  lifted. 
During  the  day  time,  activity  was  generally  juvenile  oriented.  School 
areas  throughout  the  city  were  particularly  troublesome;  many  fights 
involving  juveniles  broke  out  at  the  schools  and  along  normal  routes 
taken  by  the  students  in  traveling  to  and  from  school.  Reports  of 
serious  incidents,  allegedly  possession  of  guns  by  juveniles  were  re- 
ceived and  checked  for  verification.   In  all  but  one  or  two  cases 
these  reports  proved  false,  but  the  requirement  to  check  on  their 
accuracy  kept  the  patrol  personnel  constantly  utilized.   In  order 
to  keep  the  school  situation  under  control,  patrols  were  established 
for  each  police  district  whereby  radio  cars  and  solo  motorcycles 
constantly  made  passing  calls  on  the  schools  within  their  Jurisdiction. 
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Members  of  the  Juvenile  Bureau  were  assigned  to  the  various  schools 
throughout  the  city  to  closely  observe  and  supervise  the  activities 
in  their  areas.  At  2:18  P. IB.,  due  to  the  many  reports  of  fights  and 
vandalism  at  the  schools  and  surrounding  areas,  11  men  were  assigned 
as  a  "standby  striking  force"  to  handle  school  problems  exclusively. 
As  a  further  preventive  measure,  members  of  the  Board  of  Education 
suspended  all  inter-school  athletic  events  and  activities.  The 
students  of  Washington  High  School,  which  had  been  a  scene  of  trouble 
earlier  in  the  day,  were  dismissed  early.  At  2:50  P. 111.  sporadic  out- 
breaks of  trouble  involving  juveniles  again  became  numerous.  From 
approximately  3:30  P.(KI.»  as  large  groups  of  students  moved  throughout 
the  city,  the  Haight-Ashbury ,  Fillmore  area  was  the  scene  of  a  majority 
of  these  fights,  vandalism  and  in  one  case  an  assault  on  a  bus  driver. 
Support  by  the  National  Guard  was  requested  at  3:45  P.lfl.,  at  which 
time  30  men  were  committed  to  U/aller  and  Stanyan  Streets.   Patrol 
Units  of  the  various  police  districts  were  able  to  control  these  groups 
of  juveniles  and  keep  damage  to  a  minimum.  The  patrol  units  were 
finally  successful  in  dispersing  the  juveniles.   By  7:00  P. IB.  the 
juvenile  problem  was  mainly  eliminated  and  activity  was  confined  to 
widely  separated  events  perpetrated  by  small  groups. 

During  Thursday,  staff  command  operations  at  the  Hall  of  Justice 
were  concerned  with  the  disturbances,  logistics,  and  deployment  of 
personnel  of  all  the  participating  agencies  and  administrative  problems 
which  had  occurred.   At  11:15  A.IKl.  it  was  decided  to  request  the 
National  Guard  to  establish  a  liaison  officer  in  each  station  where  the 
troops  were  acting  in  support  of  the  San  Francisco  Police  Department. 
At  1:00  P.m.  Chief  Cahill  was  advised  that  the  National  Guard  had  2 
helicopters  enroute  to  the  roof  of  the  Hall  of  Justice  and  that  1 
additional  helicopter  was  to  be  stationed  at  Crissey  Field  in  the 
Presidio,  to  act  in  support.  By  2:25  P. IB.  the  first  helicopter  had 
arrived  at  the  heliport  on  the  roof  of  the  Hall  of  Justice  and  was 
immediately  utilized  for  over-all  inspection  of  the  trouble  areas  in 
the  city. 


-19- 


On  Thursday  morning  a  meeting  was  held  at  the  Council  of  Civic 
Unity  on  fflarket  Street,  attended  by  llflr.  Orville  Luster,  a  representative 
group  from  the  Hunters  Point  Community,  Area  Board  Office  of  the  Anti- 
Poverty  Program  and  Bayvieu/  Community  Center,  relative  to  a  proposal  to 
be  made  to  Mayor  Shelley  in  an  attempt  at  further  means  by  community 
members  to  help  restore  order.   It  had  been  noted  that  the  effective- 
ness of  the  Youth  for  Service  street  monitors  uiae  not  as  effective  as 
had  been  anticipated.   At  approximately  noon  on  Thursday,  a  proposal 
mas  made  to  Blayor  Shelley  to  organize  a  Youth  Peace  Patrol  wearing 
distinct  armbands  to  be  issued  by  the  Police  Department.   This  oper- 
ation was  to  be  under  the  direction  and  guidance  of  the  Police  Department! 
The  purpose  of  the  Youth  Peace  Patrol  was  to  establish  and  maintain  con- 
tact with  community  members  by  community  members  in  an  attempt  to  assist 
in  restoring  order  by  self-policing  methods.   The  distinct  armband  would 
identify  those  persons  and  allow  freedom  of  movement  into  and  within 
curfew  areas. 

(Tlayor  Shelley  approved  the  idea  for  a  Youth  Peace  Patrol  and 
advised  that  group  to  meet  with  Chief  Cahill  regarding  its  establish- 
ment.  At  3!00  P.lfl.  the  group  leaders  met  with  Chief  Cahill,  Deputy 
Chief  Welder,  Supervising  Captain  Lee  and  Inspector  Simmons  of  the 
Police  Community  Relations  Bureau,  in  the  Chief's  office  to  establish 
"ground  rules"  for  the  operation  of  a  Youth  Peace  Patrol.   At  approxi- 
mately 5:30  P.Pfl.  at  the  Hilltop  Church,  181  Hilltop  Road,  the  persons 
who  were  active  in  the  Youth  Peace  Patrol  met  with  members  of  the 
Police  Community  Relations  Bureau  who  distributed  armbands  furnished  by 
the  Police  Department.   The  Youth  Peace  Patrol  established  headquarters 
at  1449  lllendell  (the  Area  Board  Office)  and  began  functioning  about 
6j30  P.m.   They  operated  until  approximately  llsOO  P.W.  utilizing 
about  75  young  male  adults. 

At  5:30  P.m.  the  double  teams  were  reactivated  for  service  in 
the  Potrero  District.   Shortly  thereafter,  information  was  dissiminated 
to  all  participating  agencies  that  the  Youth  Peace  Patrol  would  be 
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active  on  the  streets  and  mould  be  recognized  by  distinct  armbands. 
By  7:36  P. 01.  on  Thursday,  control  uras  established  sufficiently  that 
release  of  all  day  match  personnel  luas  ordered  and  by  8:20  P.iTI. 
California  Highmay  Patrol  Units,  being  held  in  reserve,  uiere  re- 
leased.  No  major  incidents  had  occurred  from  8:00  P. 111.  when  the 
curfeiB  again  was  in  effect.   The  only  incidents  of  significance 
mere  the  arrest  of  85  demonstrators  in  the  Haight-Ashbury  area  and 
juvenile  disturbances  in  the  housing  project  area  at  Sunnydale  and 
Hahn.   Both  of  these  incidents  mere  quickly  delt  u/ith  and  the 
situation  returned  to  normal.   At  9:17  P.ifl.  fldayor  Shelley  made  a 
request  of  all  citizens  in  non-curfea  areas  to  remain  in  their 
homes  and  off  the  streets,  and  further  requested  that  all  business 
establishments  be  closed  at  10:00  P.m. 

During  the  entire  period  of  the  civilian  disturbance,  the 
Fire  Department  personnel  and  equipment  were  subjected  to  harrassment, 
injuries  to  personnel  and  damage  to  vehicles.   The  Fire  Department 
code  signal  for  immediate  police  protection  luas  sounded  no  less  than 
24  times.   The  assignment  of  National  Guard  personnel  to  fire  apparatus 
was  effectively  used  in  reducing  such  incidents.   In  cooperation  with 
the  Fire  Department,  "courier  cars"  luere  assigned  to  respond  to  all 
alarms  prior  to  the  dispatch  of  fire  equipment  to  further  assist  in 
their  protection.  A  recap  of  the  Fire  Department  response  record  for 
the  period  12  midnight  Tuesday  to  12  midnight  Saturday,  indicates  a 
total  of  625  box  alarms,  still  alarms  and  boxes  held;  of  these,  there 
mere  3  greater  alarms:   1  third  and  2  seconds  which  could  be  classed 
as  riot  connected. 

Activities  during  late  evening  hours  of  Thursday  were  being 
handled  by  area  patrol  units.   The  reported  incidents  tiiere  found  to  be 
of  minor  nature  or  no  merit.   It  was  necessary,  however,  to  investigate 
each  of  the  reported  incidents,   methods  and  procedures  employed  proved 
to  be  effective  as  all  areas  were  brought  under  complete  control  by  the 
police  and  supporting  agencies.   Activities  had  decreased  and  the 
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situation  ivas  such  that  at  11:00  P.llfl.  all  California  Highu/ay  Patrol 
units  mere  ordered  to  reassemble  at  Candlestick  Park,  and  by  12:05  A, HI. 
on  Friday  the  remaining  California  Highuiay  Patrol  units  mere  uiith- 
drawn,  leaving  only  those  at  the  joint  command  post.   At  1:00  A, IT),  the 
double  team  operation  was  deactivated  and  at  2:20  A.ffl.  all  members  of 
the  Bureau  of  Inspectors  at  district  stations  mere  released. 

At  6:00  A.m.  on  Friday  morning  the  curfew  mas  lifted,  follouiing 
the  mithdrau/al  from  the  city  of  733  National  Guard  troops.   Activities 
during  Friday  centered  around  sporadic  Juvenile  activities  in  various 
parts  of  the  city.   By  11:15  A.M.  the  situation  mas  such  that  all 
units  were  ordered  to  resume  normal  patrol  of  their  espective  districts. 
Particular  attention  was  given  around  the  vicinity  of  high  schools. 
At  11:50  an  outbreak  occurred  at  Balboa  High  School  which  was  quickly 
quelled  and  the  situation  controlled  by  responding  units.   At  2:30  P.W. 
Chief  Cahill  released  from  use  the  buses  furnished  by  the  Department  of 
Corrections  which  were  utilized  continuously  during  prior  activities 
for  the  transportation  of  police  personnel  and^  in  some  instances* 
prisoners.   Following  the  release  of  the  Corrections  buses.  Lieutenant 
General  Hill  of  the  National  Guard  made  a  reconnaissance  tour  of  the 
city  to  assess  what  further  requirements  would  be  placed  upon  the 
National  Guard  units.   Although  control  was  maintained,  the  midnight 
to  8:00  A.W.  watch  personnel  were  ordered  to  report  at  8:00  P.(fl.  as  a 
precautionary  measure.  The  curfew  for  Friday  evening  was  established 
to  be  effective  at  11:00  P.flfi.  rather  than  at  the  8:00  P.m.  time. 
Incidents  occurring  during  late  evening  hours  of  Friday  and  early 
morning  hours  of  Saturday  were  typical  of  juvenile  sporadic  action 
with  no  major  occurrences. 

At  6:00  A.m.  on  Saturday,  October  1,  1966  the  curfew  was  lifted. 
At  2:00  P.m.  on  Saturday,  175  additional  National  Guard  troops  were 
withdrawn  from  the  city.   Saturday  activity  was  stabilized.   Only  one 
incident  occurred  at  10:38  P.m.  when  gunshots  were  heard  from  the  rear 
of  Kezar  Stadium.  At  11:00  P.m.  the  curfew  was  again  affected.   Late 
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Saturday  activity  and  early  Sunday  morning  activity  was  typical  of  the 
day  before*  eith  some  reports  of  broken  windouts  and  looting. 

By  5s00  A.lfl.  Sunday,  October  2»  1966  the  remaining  280  National 
Guard  troops  aere  mithdramn  from  the  city  and  the  curfeui  lifted  one 
hour  later.   Folloiiiing  a  consultation  with  the  Chief  and  his  command 
staff,  the  NIayor  issued  a  notification  to  lift  the  curfeia  and  cease 
the  state  of  emergency*  affective  llsDO  P.W.  Sunday,  October  2,  1966. 
The  decision  «uas  made  that  all  matches  would  return  to  their  normal 
hours. 

At  llsOO  P.m.  Sunday,  October  2,  1966  the  state  of  emergency 
ceased. 
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iriAJOR  INCIDENT  LOG 


TUESDAY.  SEPTEKIBER  27,  1966 

3j10  Pin  -   Report  of  shooting  -  Navy  Road  and  Griffith. 
Ambulance  requested.   Stolen  auto  BFE  492. 
fflatthetu  Johnson,  Negro  Klale  Juvenile«  16  years*  shot 
fatally  by  San  Francisco  Police  Officer  Alvin  Johnson. 

3:19  Pm  -  Chief's  Office  notified  of  shooting. 

3s25  PBl  -  mayor  notified  of  shooting  by  Chief. 

3:28  PWI  -  Captain  and  Lieutenant  responding  to  scene. 

3:28  pm  -  Coroner  dispatched. 

3:46  PM  -   Juveniles  grouping  at  Oakdale  and  mendell. 
(approximately  150). 

4:22  pm  -  Situation  Report  relayed  to  California  Disaster  Office. 

6:00  Pm  -  Officer  Johnson  suspended. 

6:14  pm  -  Headquarters  1-2  to  call  mayor's  Office. 

6:17  pm  -  Largs  418  at  3rd  and  Palou. 

6:24  pm  -  Request  for  assistance  at  3rd  and  Palou. 

6:35  Pm  -  Approximately  15  juveniles  throaiing  garbage  at  2285  Palou. 

6:51  PBl  -  Juveniles  at  900  Ellsarorth. 

7:20  PW  -  Alarm  -  Sears  Liquor  Store,  733  Randolph. 

7:23  PW  -   #1  radio  car  with  4  men  each  from  all  District  Stations 
ordered  to  Company  "C", 

7:29  Pffl  -  Supervising  Captain  Lee  assigned  to  set  up  area  blockades. 

7:30  pm  -  All  solo  motorcycles  report  to  Company  "C". 

7:30  pm  -  H5  Unit  detailed  to  Oakdale  and  Newhall. 

7:30  pm  -  B4  Unit  on  roadblock  detail  -  Neuicomb  and  Neuihall. 

7:30  pm  -  Chief  and  mayor  in  conference  at  City  Hall. 
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TUESDAY.  SEPTEMBER  27.  1966 

7i32  Pm  -   First  reported  ulndow  smash.  Jewelry  Store  at  3rd  and 
Revere. 

7i35  PHI  -  First  riot  condition  call»  4917  -  3rd  Street. 

7»37  PCfl  -  Patrol  #2  (Captain  Cummins)  at  Company  "C. 

7:37  PM  -  All  solo  motorcycles  meet  at  3rd  and  Revere. 

7x39  PM  «  1-6  to  handle  blockade  at  Oakdale  and  Lane. 

7:41  Pin  -  H12  and  C12  ordered  to  3rd  and  Jerrold. 

7{44  Pffl  -  9  Traffic  Units  ordered  to  3rd  and  Revere. 

7t49  PM  -  Command  Post  established  3rd  and  Newcomb.  Company  *'K". 

7t50  Pffl  -  Reporters  being  threatened  with  force,  4517  -  3rd  Street. 

7:50  PM  -  Temporary  Operations  Command  set  up  in  Chief's  Office. 

7:51  PM  -  Juveniles  fighting  at  439  Paris  Street. 

7:52  PM  -  Captain  Carstensen  (Co.  "F")  responding  to  Company  "C". 

7:54  PM  -  Patrol  1  (Captain  Lee)  at  Company  *'C". 

7:54  PM  -  408  -  Ambulance  to  3rri  and  McKinnon. 

7:56  PM  -  Berkeley  Police  Chief  offered  assistance. 

6:00  Pffl  -   Large  crowd  at  3rd  Street  between  Lasalle  and  Oakdale  - 
Radio  cars  being  damaged. 

6:00  Pffl  -   One  car  from  each  station  dispatched  to  area. 

8:00  PM  -   Disaster  Corps  Citizen  Radio  Band  activated  - 

Twin  Peaks  and  San  Francisco  Police  Department  garage* 

6:05  PM  -   Police  radio  cars  being  damaged  by  thrown  debris. 

8:05  PM  -   Solo  motorcycle  men  off  bikes  and  assigned  to  cars  - 
debris  hazard. 

8:08  PM  -   Notification  to  Traffic  Control  -  standby  to  provide 
autos  for  solos. 

8:09  PM  -   Community  Relations  to  pick  up  bull  horns  and  sound  truck. 
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6:10  PR)  -   All  solo  motorcycles  not  detailed  to  3rd  and  Williams 
and  3rd  and  Lasalle»  report  to  Traffic  Control  and 
pick  up  autos. 

8:12  Pffl  -   North  and  south  traffic  halted  -  3rd  Street  between 
iilliams  and  Lasalle. 

6:15  Pffl  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
Mission  Emergency* 

8:20  PBI  -   Auto  involved  -  officially  reported  stolen  -  BFE  492. 

6:20  Pffl  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
Park  Emergency. 

8:20  Pm  -   "F",  "G",  "H"  and  "I"  #2  car  «ith  2  men  dispatched 
to  Company  "C". 

6:21  Pin  -   Police  units  from  other  companies  assigned  to  Company  "C. 

8:22  Pffl  -   All  #1  cars  patrol  area  of  3rd  Street  -  Lasalle  to  Shafter. 

6:25  PM  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
Central  Emergency* 

8:26  PM  -   Chief  Stakewach  -  San  Francisco  Fire  Department  called 
re  Hunters  Point. 

6:30  PM  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
Alemany  Emergency. 

6:31  PHI  -   Command  Post  establishedt  3rd  and  Palou  -  Company  "K". 

6:35  PM  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
St.  Luke's. 

6:37  PM  -   Mayor  Shelley  and  Chief  Cahili  enroute  for  Company  "C". 

8:37  PM  -   Disaster  Corps  Citizen  Radio  Band  activated  - 
Harbor  Emergency. 

6:43  PM  -   Captain  Nelson  patrolling  District  in  CI. 

6:47  PM  -   Firebomb  thrown  at  3rd  and  Newcomb. 


8:50  PM  -   California  Highoay  Patrol  advises  they  can  supply  "some 
flares. 

6:54  PM  -   Officer  needs  assistance  -  Mendell  and  Newcomb. 
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8j56 

PW 

■" 

8t59 

PR 

- 

9t00 

Pin 

»» 

9fl0 

PR) 

- 

9tl9 

Pill 

- 

9t20 

Pin 

- 

9l23 

PfH 

- 

9i26 

PM 

- 

9:30 

PBI 

- 

9s31 

Pin 

«K 

9J32 

POI 

- 

9j34 

pm 

- 

9:34 

Pin 

- 

9:37 

PW 

- 

9:38 

pm 

- 

9t40 

PHI 

- 

9:41 

pm 

~ 

9:44 

pm 

- 

9:44 

pm 

- 

9:44 

PM 

- 

9:45 

pm 

^ 

Director  Zaragoza  -  all  "K"  units  on  details  not  to 
answer  calls. 

Captain  Oolan  responding  to  Command  Post  at  3rd  and 
Palou. 

mayor  and  Chief  arrive  Bayvisn  Community  Center. 

Broken  windoiB  and  fire  at  Fruit  &  Beverage  Company  ^ 
3rd  Street  and  Hudson. 

Negro  males  making  firebombs  in  front  of  1566  Newcomb. 

Uniformed  police  officer  injured  when  hit  by  flying 
debris  at  Neiecomb  and  fflendell. 

All  cars  of  "F",  "G"  and  "I"  ordaied  to  Company  "C". 

2  Central  Units  ordered  to  Company  "C**  (A4  and  8). 

mayor  and  Chief  return  to  Operation  Headquarters  at 
Company  "C". 

Request  for  flares  at  3rd  and  Williams. 

Five  Traffic  Units  ordered  to  Company  "C". 

Juveniles  congregating  at  23rd  and  Arkansas. 

Overturned  auto  and  fire  -  3rd  and  Newcomb. 

49th  National  Guard  Unit  ordered  to  send  liaison  to 
San  Francisco  Police  Department. 

Large  group  moving  south  on  3rd  from  Oakdale. 

Patrol  #5  to  Company  "C. 

Looting  at  Dress  Shop,  3rd  and  Palou. 

Disaster  Corps  #1  -  Setting  up  Headquarters  at 
mission  Emergency. 

Large  crowd  breaking  oindows  -  3rd  and  Palou. 

Company  "K"  to  Headquarters  ^  pick  up  hard  hats. 

California  Disaster  Office  notified. 
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9t54  Pn  -   All  station  #1  cars  and  Traffic  units  and  wagons  aith 
four  men  each  dispatched  to  area.   1-5  ordered  to 
Company  "C"« 

9(56  PM  -       Shooting  at  3rd  and  Palou. 

9t57  PM  -   4  patrol  wagons  ordered  to  Company  "C* 

lOtOO  PM  -   Gunshots  -  3rd  and  Newhall  and  Palou. 

10:05  PKI  -   San  Francisco  Police  Department  request  to  California 

Highway  Patrol  -  Hold  afternoon  watches  pending  assistance 
request. 

lOtlO  PKI  -   lUindows  broken  and  prowlers  reported  in  private  residence. 

10:10  PW  -   Temporary  Emergency  Operation  Center  established  in  San 
Francisco  Police  Department  by  Adjutant  General  and 
National  Guard  staff. 

10:11  PM  -   Fire  in  store  at  171  Hilltop  (2nd  alarm). 

10:12  PM  -   All  patrol  units  relieved  by  traffic  units  to  return 
to  Company  "C. 

10:15  PM  -   Chief's  order  -  Recall  Day  lUatch  -  12/8  lUatch  report 
as  soon  as  contacted. 

10:20  PM  -   Chief  Cahill  requests  bssistance  alert  for  100  California 
Hlghuiay  Patrol  Officers. 

10:24  PM  -   Fire  Department  units  being  stoned  at  3rd  and  Mendell. 

10:25  PM  -   California  Disaster  Office  contact  with  San  Francisco 

Police  Department  in  San  Francisco.   Liaison  established 
with  Chief  Cahill's  Office. 

10:25  PM  -   Governor  Brown's  Office  contacted  by  California  Disaster 

Office  and  they  advised  that  Governor  Brown  was  available. 

10:26  PM  -   Rocks  thrown  at  firemen  -  1400  block  Oakdale. 

10:28  PM  -   Fire  Department  requests  additional  protection  at 
Northridge  and  Harbor. 

10:33  PM  -   National  Guard  arrival  for  duty  in  3-4  hours. 

10:35  PM  -   Burglary  of  Blue  Seal  Bread  Company »  1230  Fitzgerald. 
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10t39  Pm  -  Gun  shots  reported  et  324  South  Ridge  Road. 

10(45  PM  -  Lieutenant  Colonel  White »  National  Cuardi  arrived  San 
Francisco  Police  Department  as  Liaison  Officer. 

10t46  PM  -  San  Francisco  Fire  Department  requests  protection  at 
Keith  and  Neuicomb. 

10t4B  PM  -  Man  with  gun  -  140  Turk  Street. 

10s49  PM  -     San  Francisco  Police  Department  advises  California  Disaster 
Office  of  possible  need  for  4000  rounds  12  ga.  ammo. 

lOtSO  PM  -  U/indois  smash  -  308  Randolph. 

10 J  50  PM  -  National  Guard  Battalions  1/143  and  1/159  ordered  to 
active  duty. 

10t54  PM  •>  California  Highuay  Patrol  orders  Command  Post  established 
at  Company  "C". 

10(55  PM  -  California  Disaster  Office  Emergency  Operation  Center 

Liaison  Unit  activated  at  San  Francisco  Police  Department 
temporary  Emergency  Operation  Center. 

10(55  PM  -  General  Kitt,  National  Guards  arrived  at  temporary 
Emergency  Operation  Center  in  San  Francisco  Police 
Department. 

11(00  PM  -  Chief  Cahill  requests  50  California  Highway  Patrol  Units 
to  Company  "E"  -  other  50  to  Company  "C. 

11(00  PM  -  49th  Division  Liaison  arrived  San  Francisco  Police 
Department. 

11(03  PM  -  San  Francisco  Police  Department  to  California  Highway 
Patrol  re{  pickup  of  4000  rounds  12  gauge  ammo  at  Cake 
in  Berkeley. 

11(03  PM  -  Bureau  of  Inspectors  dispatched  10  men  to  Company  "E**. 

11(05  PM  -  California  Highway  Patrol  orders  50  Units  to  Company  "E". 

11(06  PM  -  Police  Service  Station  will  remain  open  during  emergency. 

11(09  PM  -  Negro  male  adults  attempting  to  start  rioting  at  5th  and 
Market. 

11(10  PM  -  Burglary  in  progress  -  Pawnshop,  Fillmore  and  O'Farrell. 
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11:11  Pin  -  niolotov  cocktails  being  used  at  3rd  and  Hudson* 

11:11  PW  -  Window  smash  -  Calo  Foods,  1440  Turk. 

lit  12  PM  -  Request  for  flares  at  3rd  and  Innes  >  blockade  area. 

11:15  PIKI  -  Looting  of  Liquor  Store,  4900  -  3rd  Street. 

11:19  Pffi  -  45  California  Highvay  Patrol  Units  dispatched  to 
Company  "E". 

11:20  Pin  -  California  Disaster  Office  contacted  UJayne  Kranig  re 
Chief's  request  for  National  Guard. 

11:20  PRI  -  Negro  male  adults  trying  to  start  riot  at  5th  and  fllarket. 

11:21  Pffi  -  Negro  male  juveniles  congregating  at  Green  and  Bannam  Place. 

11:22  Pin  -  mayor  and  Chief  return  to  Hall  of  Justice. 

11:22  Pffi  -  OTAG  informs  National  Guard  can  activate  200  to  300  Units 
in  2  to  3  hours. 

11:24  PUS  -  Headquarters  22  at  3rd  and  Williams  «ith  extra  fuel. 

11:28  PM  -  Alarm  at  Atlas  Furniture  »  1400  Fillmore. 

11:30  PW  -  All  Disaster  Corps  Citizen  Band  Radio  secured. 

11:30  PIR  -  Patrol  of  looted  area. 

11:32  Pm  -  Patrol  #1  requests  B>12  to  3rd  and  fflendsll. 

11:33  Pffi  -  Holdup  -  Liquor  Store,  6300  Cesry. 

11:33  PIN  -  y/indow  smashes  -  1500  block  Fillmore. 

11:33  PM  -  B12  and  B4  assigned  to  Company  *'C**. 

11:35  PM  -  Mayor  and  Chief  request  2,000  National  Guardsmen  be 
made  available  as  soon  as  possible. 

11:38  PM  •  Negro  male  adults  at  Geary  and  Powell. 

11:36  PM  o  Mayor  and  Chief  Cahill  in  Emergency  Operation  Center. 

11:39  PM  -  Information  that  riot  will  be  attempted  at  5th  and  Market. 

11:39  PM  >  15  men  requested  at  Oakdale  and  Newhall. 
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lli39  Pin  -  Governor  Brovn  contacted  by  Mayor  via  land  line. 

Ilt41  Pin  •  Large  group  with  rifles  •  3rd  and  Fitzgerald. 

Ilt43  PRI  -  Burglary  at  "TOPS**  Department  Store. 

Ilt44  PK  -  2»000  National  Guardsmen  ordered  to  duty  in  support  of 
San  Francisco  Police  Department. 

Ilt44  PHI  -  Colored  male  juveniles  in  Washington  High  Building. 

11:45  Pin  -  National  Guard*  Sacramento,  Liaison  dispatched  to 
San  Francisco  Police  Department. 

11:46  Pn  ~  Chief  Stakowitz»  San  Francisco  Fire  Department*  reports 
Juveniles  congregating  at  Napoleon  and  Army. 

11:50  PAD  -  National  Guard  alert  status  received. 

11:53  PM  -  iindoor  smash  -  Liquor  Store*  Fillmore  and  Eddy. 

11:54  Pffl  -  Hayor  and  Chief  Cahill  -  Curfew  to  be  established  from 
midnight  Tuesday*  September  27. 

11:55  Pin  -  Ulindow  smash  -  1318  Fitzgerald. 
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12i01  Aim  -  3rd  and  Bayshors  -  firebomb  at  Bayside  Rlotel* 

12:03  AM  -  Uiindow  smash  -  2nd  and  Howard. 

12i09  AID  -  C-12  reports  unable  to  keep  street  clear* 

12s 14  Ain  -  Chief  Cahill  advised  (Alexander)  committment  of  additional 
175  California  Highway  Patrol  Officers. 

12:15  ARI  -  California  Highway  Patrol  Zone  Commander  in  direct  command 
of  California  Highway  Patrol  Units. 

12: IS  Alfl  -  Windows  smashed  -  Turk  and  Fillmore. 

12:26  AM  -  Captain  Cummins  placed  in  command. 

12:28  AffI  -  Range  to  have  .38  cal.  ammo  ready  for  pickup. 

12:33  AM  -  Large  group  at  Eddy  and  Taylor. 

12:36  AID  -  U/indotu  smash  by  Juveniles  -  Height  and  Fillfflore  area. 

12:40  ABI  -  30-40  juveniles  fighting  at  5th  and  mission. 

12:45  ARI  -  OTAG  Liaison  temporary  location  -  Intelligence  Unitf 
San  Francisco  Police  Department. 

12:45  AW  -  National  Guard  Battalions  1/159,  2/159,  2/184,  1/143, 

2/143  alerted  -  1,227  Units.   Staging  areas  to  be  Kezar 
Stadium  and  Candlestick  Park. 

12:46  AM  -  Congregating  on  2500  block  of  San  Bruno  Avenue. 

12:46  AM  -  1-7,  transfer  ammo  from  Range  to  Company  "E". 

12:49  AM  -  IVindout  smash  and  looting  by  200-300  Negros  at  Fillmore 
and  McAllister. 

12:54  AM  -  Chief  Cahill  and  Mayor  declare  need  for  Curfew  and  State 
of  Emergency. 

12:57  AM  -  Officer  needs  assistance  call  at  Fillmore  and  Fulton 
Streets. 

1:00  AM  -  State  of  Emergency  Sigalert  issued  by  Chief  Cahill. 

1:01  AM  -  Burglary  in  progress  -  1446  Haight  Street. 

1:01  AM  -  Uiindow  smash  -  Haight  between  Masonic  and  Ashbury. 
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1:04  AW  -  1448  Haight  -  burglary  in  progress. 

It05  AM  -  Burglary  in  progress  -  Blue  Chip  Store»  Industrial  and 
Bayshore. 

1:10  Am  -  Juvenile  #2  report  to  Company  "C". 

1:11  AlW  -  y/indoiB  smash  at  Fillmore  and  Haight. 

1:15  AKi  -  General  Hill,  Lieutenant  Colonel  Johnson,  Captain  Mercer, 
National  Guard,  arrived  San  Francisco  Police  Department. 

1:20  AM  -  All  Traffic  Bureau  personnel  placed  on  24  hour  alert* 

1:21  AM  -  Chief  Cahill  and  Mayor  establish  Fillmore  and  Potrero 
area  curfew,  effective  Midnight  Tuesday,  September  27, 
1966  to  6s 00  AM,  Wednesday »  September  28,  1966. 

1:26  AM     -     Ulindoiv  smash  •>   Liquor  Store,   McAllister  and  Lyon. 

1:32  AM  -  Request  for  flares  to  be  brought  from  Hall  of  Justice  to 
Post  and  Fillmore  Streets  -  roadblock, 

1:39  AM  -  Shooting  reported  in  dumps  -  1-10  adults  and  juveniles. 

1:43  AM  -  Ulindoui  smash  -  Fillmore  and  Sutter. 

1:45  AM  -  li/indow  smash  and  looting  ~  Dress  Shop  at  Union  and 
Ulebster  -  4-5  Juveniles. 

1:49  AM  -  Sergeant  Calik  advises  that  4  horses  have  arrived  at 
McLaren  Park  Stables. 

2:00  AM  •  UJindoai  smash  -  2101  Union  Street. 

2:03  AM  •>  U/indow  smash  -  burglary  at  Hayes  and  Central. 

2:22  AM  -   Patrol  #5  report  to  Company  "C". 

2:25  AM  -  San  Francisco  Police  Department  Emergency  Operation 
Center  activated  -  Hall  of  Justice,  Room  569. 

2:25  AM  -  General  Hill,  National  Guard,  arrived  at  Chief  Cahill's 
Office. 

2:25  AM  -  California  Highway  Patrol  Command  Post  activated  at 
Hall  of  Justice. 

2:27  AM  -  B-12  to  return  his  men  to  Company  "B". 
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2 i  28  AID  -  Window  smash  -  Eddy  and  Van  Ness  Avenue. 

2t3l  AID  -  Open  Fillmore  Street  southbound  traffic  lanes* 

2t46  Ain  -  Police  Gas  Station  to  remain  open  all  night. 

2(55  ARI  -  Confirmation  received  use  of  Candlestick  Park,  Kezar 
Stadium  for  staging  areas. 

3t00  AID  -     California  Highway  Patrol  Units  withdrawn  and  released. 

3t00  AID  -  Strength  Report  of  National  Guard  Units  received  as 
follows} 

Units       Strength 

1/159  256 

2/159  333 

2/184  215 

2/143  156 

1/143  189 


1,149 


3:08  ARI  -  Northern  Command  Post  reports  all  secure  at  Geary  and 
UJebster.   Now  moving  Command  Post  to  Company  "E"* 

3:18  AW  -  All  "K"  Units  report  to  Traffic  Control  to  report  off. 

3:22  ARI  -  20  Negro  male  adults  on  Eddy  between  Leavenworth  and 
Jones. 

3:23  Afll  -  U/indow  smash  >  369  Fell  Street. 

3:45  Airi  -  4/12  U/atch  at  Company  "E*  reported  off  duty, 

3:50  AIR  -  Order  to  assemble  above  National  Guard  Units  issued  by 
Guard  as  of  September  28,  1966,  8:00  Alt). 

Strength  Report  of  3/143  Artillery  and  Div.  HHC: 

Unit  Strength 

579th  Engr.  Bn.  408 

256  Engr.  212 

3/143  Art.  494 


1,114 
3:51  ARI  -  Disaster  Corps  #1  at  Company  "E". 
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-  Day  y/atch  and  4/l2  Ulatch  report  to  Company  "C"  to 
report  off. 

-  B-4  dispatched  to  Company  "C" . 

-  All  outside  units  detailed  to  Company  "E"  released  to 
own  station. 

-  lUindoui  smash  and  burglary,  2101  Union. 

-  Disaster  Corps  #1  at  Hall  of  Justice. 

-  Sergeant  Marelli  in  charge.  Company  "C". 

-  National  Guard  Lieutenant  Colonel  Bostic  indicated 
that  the  3/143  Art.  ordered  to  active  duty  not  the 
579th  Engr.  Bn.  as  previously  reported. 

6:50  Ain  >  National  Guard  Strength  Report  as  t'ollouis: 

Unit  Strength 


3j54 

Alt) 

4;18 

Aid 

4:53 

Am 

5:15 

AM 

6:10 

Affl 

6:20 

AM 

6:45 

ARI 

1/159 

282 

2/159 

381 

2/184 

302 

2/143 

165 

1/143 

199 

1,329 

7:16  Affl  -  All  outside  district  cars  to  Company  "C**  for  release. 

7:35  Affl  -  Total  National  Guard  Force  reported  at  1,509  as  of 
7:00  Affl. 

7:57  Affl  -  Looters  at  3rd  and  Newcomb. 

6:03  Affl  -  Command  Post  #1  advises  he  mill  dispatch  all  Potrero 
Units  on  their  runs. 

8:30  AM  -  National  Guard  reports  their  San  Francisco  Police 

Department  Command  Post  is  operational  at  this  time. 

8:30  Affl  -  Entire  San  Francisco  Police  Force  and  100  California 

Highway  Patrolmen  on  duty,  backed  up  by  National  Guard 
on  standby  status. 

9:06  Affl  -  All  Inspector  Units  secure  detail. 

9:44  Affl  -  Robbery  next  to  145  Plymouth  Street. 
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9:45  AM  -  Arrest  of  Juvenile  at  IDission  High. 

9t46  Aim  -  200  Negro  male  juveniles  massing  on  17th  Street 
between  Church  and  Dolores. 

9:53  AW  -  D-1  ordered  to  Company  "E". 

9:56  AID  -  2-man  cars  from  Company  "I",  "G"  and  "H"  ordered  to 
Company  "C". 

10:10  AIB  -  All  days  off  cancelled  for  District  Station  personnel  - 
12/8  lUatch  members  to  report  for  duty  at  8:00  PHI. 

10:23  Ain  -  F-3  ordered  to  Company  "E". 

10:27  AW  -   1-3  ordered  to  Company  "C". 

10:30  AID  -  National  Guard  Strength  Report  indicated  1«979  men. 

10:30  Ain  -   Information  received  from  National  Guard  indicates 
the  following  strength  and  deployment  of  troops: 


Unit 

Strength 

Location 

1/159 

339 

Fort  Funston 

2/159 

526 

San  Jose 

2/184 

317 

Pittsburg/Richmond 

1/143 

207 

Richmond 

2/143 

175 

San  Jose 

3/143 

314 

Sacramento 

HCC,  49th 

101 

Alameda 

1,979 

10:39  AH1  -  Bomb  threat  to  Board  of  Education,  Dr.  Cobb  notified 
and  General  Uiork  Detail  assigned. 

11:39  Affl  -  Juveniles  throwing  rocks  at  18th  and  Church. 

11:53  AIB  -  Gl-4  detailed  to  Company  "C". 

11:59  Am  -  mission  High  Patrol. 

12:00  Noon-  Large  group  of  Juveniles  gathering  at  19th  and  Dolores. 

12:01  Pm  -  Police  Information  Evaluation  Center  established. 

12:03  Pm  -  Assistance  requested  by  Juvenile  #3  at  mission  High. 
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12:06  PW  -  Emargency  curFeui  established  for  Fillmore  and  Potraro 
areast  effective  6:00  PR),  Thursday,  September  29,  1966 
to  6;00  Affl,  Friday,  September  30,  1966. 

12:12  PIKI  -  U/oodrou  Uiilson  Jr.  High  patrol. 

I2i20  PW  -  Riot  conditions  at  mission  High  School. 

I2t25  PM  -  Rioting  all  floors  at  mission  High. 

12*27  Pm  -  Taraval  car  #6  detailed  to  Potrero  District. 

I2i37  pm  -  Juvenile  Bureau  Units  report  conditions  not  good. 
Fighting  still  going  on  at  mission  High  School. 

12:38  Pffl  -  Captain  Kiely  on  scene  and  command  at  mission  High. 

12:41  Pm  -  Traffic  Director  Zaragoza  reports  Traffic  Bureau 
closing  off  IBth  Street. 

12:44  Pm  -  Situation  under  control  at  mission  High. 

12:51  pm  -  K-20  (Captain  Dolan)  now  Traffic  Command  Car  at 
mission  High  School. 

12:51  pm  -  K-30  (Director  Zaragoza)  reporting  to  Potrero  Station. 

12:59  pm  -  400  juveniles  going  East  on  18th  Street. 

1:00  pm  -  mission  High  student  body  released. 

1:01  pm  -  Juveniles  breaking  mindouis  on  18th  Street  (200-300). 

1:01  Pffl  -  Traffic  normal  vicinity  of  mission  High  School. 

1:04  pm  -  Explosion  reported  at  warehouse,  Neiptune  and  Ulilliams. 

1:06  pm  -  Juveniles  in  truck  at  Stanyan  and  lUaller,  waiting  for 
Polytechnic  High  School  to  recess. 

1:06  pm  -  Neptune  and  Uiilliams  -  2nd  alarm  fire* 

It  13  pm  -  Having  trouble  keeping  juveniles  moving  on  mission  Street. 

1:14  pm  -  Juveniles  fighting  at  Portola  Jr.  High, 

1:15  pm  -  National  Guard  reports  2/159  ordered  to  Candlestick  Park, 
estimated  time  arrival  2:30  Pffl. 
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Is  18  Pm  -  All  Traffic  Units  relieved  from  vicinity  of  mission  High 
School. 

Is  18  PW  -  Riot  call  -  23rd  and  Blission  area. 

Is  19  PM  -  Riot  call  -  23rd  and  Bartlett  -  Horace  Mann  Jr.  High. 

It21  PM  -  K-30  to  23rd  and  Mission  as  Command  Post. 

Is22  PM  -  K-30  orders  22nd  Street  blocked  Southbound. 

Is27  PM  -  K-20  orders  bus  traffic  only  Southbound  on  Mission  Street* 

ls30  PM  -  California  Highway  Patrol  advises  standby  personnel  can 
be  operational  in  45  to  60  minutes. 

Is 32  PM  -  K-30  orders  Mission  Street  opened  up. 

Is 34  PM  -  All  Traffic  Units  stay  on  air  in  vicinity  of  Silver 
and  Mission. 

Is38  PM  -  Notification  to  Firearms  and  Ammo  Dealers  re:   No  guns 
or  ammo  to  be  delivered  until  State  of  Emergency  over. 

1$44  PM  -  San  Francisco  Police  Department  -  California  Highway 
Patrol  "Double  Team"  Units  established. 

Is51  PM  -  Bomb  scare  -  James  Lick  High  School. 

2$01  PM  -  Juveniles  congregating  at  Alemany  and  Onondaga. 

2s 10  PM  -  Mayor  and  Chief  Cahill  attempt  meeting  with  riot  leaders; 
set  for  4s00  PM. 

2s 14  PM  -  Patrol  #3  at  Police  Range. 

2s 20  PM  -  Juveniles  blocking  buses  at  Oakdale  and  Mendell. 

2$ 25  PM  -  Park  Station  Units  to  be  dispatched  by  Park  Station  only. 

2s36  PM  -  Command  Post  #2  states  no  traffic  to  turn  from  Innes  to 
go  Southbound  on  Mendell. 

2s44  PM  -  All  three-uiheel  motorcycles  remain  on  duty  until  BsOO  PM. 

2s45  PM  -  National  Guard  Strength  Report,  2,085  Guardsmen. 

2s 50  PM  -  G-4  -  U/ashington  High  Patrol. 
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2:50  PR!  -  National  Guard  Battalions  1/143  Art.  and  2/184  Inf. 
ordered  to  assemble  at  Alameda  by  6:00  PHI  - 
Battalion  1/159^  San  Bruno  assemble  at  Fort  Funston 
6:00  Pm.   Battalion  2/159  to  Candlestick  with 
Battalions  2/143  and  3/143. 

2:53  Pin  •  All  District  Station  day  watch  personnel  held  at  stations. 

2:57  Pin  -  Lowell  High,  Mission  High  and  Uloodrow  Uiilson  Jr.  High 
Patrols. 

2:58  pm  -  420's  at  22nd  and  mission, 

3:04  Pffl  -  Information  received  of  possible  riot  on  market  Street 
tonight. 

3:13  pm  -  National  Guard  Battalion  2/159  now  at  Candlestick  Park. 

3:14  pm  -   Potrero  Station  to  Command  Post  #1.   No  traffic  to  be 
allowed  South  on  3rd  Street  from  Evans  Street. 

3:15  Pm  -  Fire  Chief  requests  Chief  Cahill  for  protection  of  fire 
equipment. 

3:20  pm  -  74  National  Guardsmen  assigned  for  riding  shotgun  on 
fire  equipment  effective  6:00  Pm. 

3:23  Pffl  -  Juveniles  at  Rex  Drug  -  Onondaga  and  mission. 

3:30  Pffl  -  Juveniles  at  Safeway  -  Geneva  and  mission. 

3:35  Pm  -  20  Negro  male  juveniles  fighting  in  Potrero  Terrace. 

3:37  pm  -  Looting,  Super-Save  market,  4517  -  3rd  Street. 

3:40  pm  -  San  Francisco  Police  Department  request  for  15 

California  Highway  Patrol  Units  to  assist  at  3rd 
and  msndell. 

3:43  pm  -  Additional  request  for  mobilization  of  100  California 
Highway  Patrol  Units. 

3:43  Pffl  -  Request  to  California  Highway  Patrol  for  Department  of 

Corrections  bus  to  transport  prisoners  at  3rd  and  fflendell. 

3:49  Pm  -  Command  Post  established  at  3rd  and  Kirkwood  (Command  #1) 

3:59  Pm  -  Captain  Nelson  patrolling  -  C-20  (Potrero  car  #20). 
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4:00  PM  •>  Double  teams  ectivated» 

4:00  Pn  -  California  Highway  Patrol  Units  dispatched  to  Hunters 
Point  area. 

4:00  PM  -  Chief  Cahill  -  request  National  Guard  assist  to  protect 
twenty  fire  houses* 

4:05  PM  -  Request  California  Highway  Patrol  provide  2-3  Security 
Units  at  India  Basin  Power  Plant. 

4:05  PIT)  -  California  Highway  Patrol  orders  300  units  on  standby 
alert. 

4:08  Pin  -  Report  of  shooting  at  Bayview  Community  Center »  3rd 
and  Neiucomb. 

4:12  Pin  -  Company  "K"  Command  Post  at  3rd  and  Palou  -  All  Solo 
and  Three-wheel  motorcycles  to  Command  Post. 

4:12  Pin  -  Juveniles  throwing  firebombs  from  old  Opera  House 
(Bayview  Community  Center). 

4:12  Pffl  -  3rd  Street  closed  -  Evans  to  U/illiams, 

4:21  PIW  -  Chief  Cahill  requests  300  California  Highway  Patrol 
Units  to  assist. 

4:25  Pm  -  10  Units  ordered  to  assist  at  3rd  and  Kirkwood. 

4:26  PBI  -  Fire  in  auto  at  23rd  and  Chattanooga,  Fire  Department 
sent. 

4:27  Prtl  -  Uiindoin  smash  -  Spot-Lite  Liquor  Store,  3rd  and  Newcomb. 

4:28  PM  -  Assault  committed  by  Negro  male  Juveniles,  700  Hayes. 

4:31  PW  -  Potrero  Car  #20  requests  10  California  Highway  Patrol 
Units  to  3rd  and  Kirku/ood. 

4:35  PW  -  20  white  male  juveniles  congregating  at  17th  and 
Collingwood  -  group  dispersed. 

4:46  pm  -  Looting,  Spot-Lite  Liquors,  3rd  and  Newcomb. 

4:49  pm  -  Chief  Cahill  to  meet  responsible  citizens  at  3rd  and 
Palou,   Information  from  Patrol  #1. 

4:53  Pm  -  C-20  requests  2  more  California  Highway  Patrol  Units 
to  3rd  and  Kirkwood. 
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4i57  Pin  -  Arrested  juveniles  shell  be  booked  and  processed  at  City 
Prison »  then  placed  in  custody  at  County  Jail  No.  1*  per 
order  of  Superior  Judge  R.  O'Connor. 

4i59  PM  -  Officer  needs  assistance  call  at  Mission  Emergency 
Hospital »  situation  handled. 

5i00  PM  »  24  helmets (  batons  and  gas  masks  foru/arded  to  Harbor 
Police  through  California  Disaster  Office, 

5>07  PM  •>  Burglary  and  assault  by  Negro  male  Juveniles*  23rd  and 
Wisconsin. 

5j07  PM  -  Supervising  Captain's  Office  orders  all  Central  and 
Southern  Units  to  patrol  Market  Street. 

5:08  PM  -  Juveniles  -  malicious  mischief*  20th  and  Mission. 

5:09  PM  -  Central  #11  mill  be  Command  Post  Car  for  Central  side 
of  Market  Street. 

5:10  PM  -  Juveniles  congregating  -  Pomell  and  Market. 

5:10  PM  -  Chief  Cahill  orders  all  3rd  Street  traffic  diverted 
at  Army. 

5:14  PM  -  K-35  requests  K-30  to  send  troops  to  Mendell  and  Newcomb. 

5:15  PM  -  National  Guard  Units  as  requested  to  ride  shotgun  on 
San  Francisco  Fire  Department  equipment. 

5:22  PM   -  Chief  Cahill  requests  National  Guard  to  assist  at  1800 
Mission  Street. 

5:26  PM  -  Company  "K"  Fixed  Post  held  in  reserve  from  6:30  PM  at 
Traffic  Control  Center. 

5:27  PM  -  Molotov  cocktails  reported  at  23rd  and  U/isconsin. 

5:30  PM  -  Chief  Cahill  requests  National  Guard  assist  to  close 
3rd  Street. 

5:37  PM  -  Chief  Cahill  requests  National  Guard  assist  Supervising 
Captain  at  Third  and  Carrol. 

5:38  PM  -  Burglary  in  progress  at  Liquor  Store*  3rd  and  Neuicomb. 
Taking  the  safe. 

5:40  PM  -   K-30  requests  all  Potrero  Units  respond  to  Bayvieu/ 
Community  Center. 
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5:43  Plfl  -   Ingleside  car  #1  reports  his  partner  injured  -  on 
their  luay  to  ITlission  Emergency  Hospital. 

5:44  Pin  -  Report  of  marchers  uiith  guns  at  3rd  and  Neuicomb. 

5:45  PHI  -  Officer  needs  assistance  -  shooting,  3rd  Street » 
Lasalle  to  fflendell. 

5:46  PM  -  Officer  needs  assistance,  old  Opera  House  (Bayview 
Community  Center). 

5:52  PNl  -  Command  #1  calls  National  Guard  to  3rd  and  Kirkuiood. 

5:55  Pffl  -  National  Guard  advises  movement  of  1/143  and  2/184 
to  Kezar. 

5:55  Pffl  -  Ambulances  dispatched  to  3rd  and  Neutcomb  -  several 
injuries. 

5:56  PBl  -  Chief  Cahill  confirms  National  Guard  mobilization  request. 

5:58  Pin  -  Patrol  #1  orders  K-30  to  provide  escort  for  second  con- 
tingent of  National  Guard  arriving  from  South. 

5:59  Pin  -  Gun  shots  at  Department  of  Electricity  truck,  Oakdale 
and  Selby. 

5:59  PW  -  Advanced  Guard  to  3rd  and  Carroll. 

6:01  PW  -  Department  of  Electricity  reports  gun  shots  at  trucks  - 
Oakdale  and  Selby. 

6:02  Pin  -  Request  for  more  .38  cal.  and  12  gauge  ammunition  - 
3rd  and  WcKinnon  Streets. 

6:04  Pin  -  All  AIB  Units  -  pickup  Beatman  as  rider. 

6:07  PW  -  Crood  gathering  at  Wission  Emergency  Hospital,  due  to 
shooting  victims. 

6:08  PW  -  500  National  Guard  at  3rd  and  Palou. 

6:09  PW  -  Alleged  gunshot  victim,  1450  Oakdale.   Escort  ambulance. 

6:09  PW  -  Request  for  25  California  Highmay  Patrol  Units  to  team 
u/ith  25  San  Francisco  Police  Department  Officers  to 
patrol  Warket  Street. 

6:10  PW  -  Request  through  California  Disaster  Office  for  200  riot  guns, 
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6:11  PWl  -  B-3  delivering  ammunition  to  Company  "C". 

6:11  PM  -  California  Disaster  Office  requested  military  Depart- 
ment furnish  12,000  rounds  12  gauge  ammunition. 

6tl2  PM  "  U/indotus  emaehedf  700  block  of  Cortland  Avenue. 

6»15  PIfl  ^  Juveniles  fighting,  2286  mission  Street, 

6il5  Pm  -  3rd  and  Neu/comb  area  sealed  off  (some  shooting). 

6j23  pm  -  National  Guard  moving  out  5  men  -  Jerrold  to  3rd} 
3rd  Street  Northbound. 

6)25  pm  -   Large  group  assaulting  white  male  adult  on  1400  block 
Netucomb. 

6i25  PBI  -  California  Highmay  Patrol  reports  inadequate  telephone 
communications  at  Candlestick. 

6:26  Pfil  -  National  Guard  marching  north  on  3rd  Street. 

6:26  Pm  -  20  additional  California  Highmay  Patrol  Units  dispatched 
to  3rd  Street  and  Neuicomb. 

6:30  pm  -  25  California  Highutay  Patrol  Units  to  assist  in  Market 
Street  patrol. 

6:30  PM  -  National  Guard  leaves  Candlestick  Park  for  3rd  Street  area. 

6:35  Pffl  -  4  California  Highmay  Patrol  Units  with  20  men  to  3rd  and 
Neiucomb. 

6:41  pm  -   Information  from  Daly  City  Police  Department:   Burglary 
in  progress,  6700  mission  Street. 

6:42  Pffl  -  California  Disaster  Office  advises  140  shotguns  being 
airlifted  by  Los  Angeles  Sheriff's  Office. 

6:43  pm  -  Conditions  report  received.   Captain  E.  Cummins  and 
Captain  H.  Nelson  talk  with  National  Guard.   Negro 
male  adults  lined  up  along  3rd  Street.  San  Francisco  Police 
Department  on  rooftops  uiith  shotguns.   National  Guard 
going  to  clear  3rd  Street  for  6  block  area.   Additional 
National  Guard  ready  if  needed. 

6:48  pm  -  All  Northern  District  cars  to  stay  off  Fillmore  Street. 

6:50  pm   -   California  Disaster  Office  advises  35  shotguns  being  sent 
by  San  Joaquin  Sheriff's  Office. 
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6:59  Pin  -  Chief  Cahill  -  orders  investigation  of  injuries  at  Bay- 
vieu)  Community  Center. 

7:00  PIKl  -  Report  of  gun  shots  at  927  Elizabeth  Street. 

7:00  Pin  -  Disaster  Corps  Citizen  Radio  Band  activated  - 

Tuiin  Peaks  -  San  Francisco  Police  Department  garage. 

7:00  PIfl  -  Patrol  #1  has  circled  area  several  times  and  all  is 

secure.   No  trouble  at  this  time.   2  ambulances  standing 
by. 

7i02  PIB  -  15  3-man  California  Highu/ay  Patrol  Units  dispatched  to 
3rd  Street  betmeen  Revere  and  Evans. 

7:03  PIfl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
mission  Emergency. 

7:05  Pffl  -  National  Guard  Unit  advance  on  3rd  Street  mith  fixed 
bayonets.   Com.  #1. 

7:08  Pin  -  Report  50  more  National  Guard  Units  being  diverted  from 
Bridge  Toll  Plaza. 

7:08  PIfl  -  Juveniles  congregating  at  Fillmore  and  Fulton, 

7:08  Pffl  -  California  Highuiay  Patrol  has  3-man  units  at  all 
crossings  of  3rd  Street  area. 

7:10  PIfl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
Park  Emergency. 

7:12  PITl  -  Juveniles  luith  firebombs,  350  block  of  Sanchez  Street, 

7:12  Pffl  -  Officer  needs  assistance  at  Fillmore  and  fflcAllister. 

7:14  Pffl  -  Juvenile  disturbance,  fflcAllister  and  Uiebster, 

7:14  Pffl  -  Juveniles  luith  firebombs  at  300  block  of  Sanchez. 

7:15  Pffl  -  Disaster  Corps  CitizBT  Radio  Band  activated  - 
Central  Emergency. 

7:17  Pffl  -  Headquarters  #10  requests  permission  to  seal  off 
Fillmore  Street. 

7:19  Pffl  -  Seal  off  Fillmore  Street,  Geary  and  lUebster. 

7:19  Pffl  -  Riot  call,  Fillmore  and  fflcAllister, 
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7tl9  Plfl  -  Command  Post  #1  orders  California  Highuiay  Patrol  Units 
from  Candlestick  to  Fulton  and  IflcAllister . 

7j20  PIfl  -  Chief  Cahill  requests  National  Guard  to  assist  in 
Fillmore  area.   National  Guard  Battalions  1/159, 
2/1B4,  1/143  ordered  from  Kezar  into  position. 

7j20  PW  -  fflolotov  cocktails  at  Cortland  and  Andouer. 

7l22  PW  -  C-20  requests  flares;  3rd  Street  from  Jerrold  to  Revere. 

7»23  PIKl  -  Bloody  assault  victim,  (IflcAllister  and  Laguna  Streets. 

7t23  Pin  -  Juveniles  fighting,  Sunnydale  and  Hahn. 

7i23  PW  -  U/indou/s  smashed.  Liquor  Store  -  Sunnydale  and  Hahn. 

7:24  PBI  -  National  Guard  requests  flares. 

7j25  PITI  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
Alemany  Emergency. 

7:25  PW  -  National  Guard  confirms  Chief  Cahill's  request  for 

troop  committment  at  Geary  and  U/ebster  Streets.   Troops 
ordered  to  report  to  Command  Post. 

7:28  PITI  -   Looting,  Liquor  Store,  Sunnydale  and  Hahn  -  Victims  to 
Alemany  Emergency  Hospital. 

7:28  PIfl  -  Reports  of  looting  at  Liquor  Store  -  3rd  and  Sunnydale. 

7:29  PIfl  -  All  ambulances  to  3rd  and  Nemcomb  Streets. 

7:29  Pin  -  Confirm  if  there  is  a  fire  on  firebox  at  Keith  and 
Netucomb. 

7:30  Pin  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
U.  C.  Hospital. 

7:30  PIfl  -   National  Guard  advises  Battalion  2/143  arrived 
Candlestick  Park  at  7:15  PIfl. 

7:31  PIfl  -  Weet  an  officer.   Respond  immediately,  mission  Emergency 
Hospital. 

7:33  PIfl   -   Traffic  Command  Post  K-265  and  men  to  patrol  San  Bruno 
Avenue. 

7:34  PIfl   -   Headquarters  5-A  reports  Sunnydale  and  Hahn  secure. 
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7:35  PIT)   -   National  Guard  being  Fired  upon  From  the  1300  and 
1400  blocks  oF  ITlcKinnon. 

7s36  PWI  -  Northern  Station  Command  Post  orders  Steiner  Street^ 
between  Golden  Gate  Avenue  and  ITIcAllister  Street 
sealed  oFF. 

7j37  Pm  -  All  Units  stay  clear  oF  1300  ITlendell  area. 

7!40  Pffl  -  CaliFornia  Highuiay  Patrol  orders  six  2-man  units  to 

Ocean  and  San  Jose.   All  other  units  to  Geary  and  UJebster, 

7:42  PWI  -  Negro  male  juveniles  causing  disturbance,  Landers  and 
15th  Street. 

7:42  PHI  -  ChieF  Cahill  requests  National  Guard  assistance  at 
Sunnydale  and  Hahn. 

7:44  PIfl  -  All  Central  lUarrant  Bureau  Units  respond  to  Ingleside 
Station. 

7:45  Pffl  -  Six  2-man  CaliFornia  Highuiay  Patrol  Units  dispatched  to 
Ocean  and  San  Jose. 

7:50  Pm  -  Request  For  barricades  at  1200  Wendell. 

7:56  Pill  -  Command  Post  established  at  Steiner  and  Ellis.   Company  "K 

8:00  Pin  -  CurFeiB  in  eFFect. 

8:00  Pffl  -  Bureau  oF  Inspectors  Captain  Order  33  -  assigns  6  men 
and  1  car  each  District  Station, 

8:00  Plfl  -  58  lualkie-talkies  delivered  to  Hall  oF  Justice  From  the 
CaliFornia  Disaster  OFFice. 

8:00  PHI  -  National  Guard  advises  Battalions  2/184  and  1/143  Art. 
noui  at  Kezar.   Battalion  2/184  ordered  to  contact  l/l59 
and  assist  luith  that  Unit's  mission. 

8:02  Pin  -  Seal  intersection  oF  Turk  and  Uiebster. 

8:03  pm  -  Seal  oFF  fflcAllister  and  Uiebster. 

8:08  PIK)  -  Gun  shots  reported  at  40  Reardon  Road. 

8:08  Pill  -  Reports  oF  burglary  in  progress  -  519  Orizaba. 

8:09  pm  -  Firebombs  thrown  at  2601  Quint. 
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8j12  PITI  -  Negro  male  adults  tipping  over  auto  at  Haight  and  Scott. 

8j15  PIfl  -  Corrections  bus  ordered  to  Potrero  Station. 

8:15  Pllll  -  Remaining  California  Highuiay  Patrol  Units  at  Candlestick 
dispatched  to  U/ebster  and  Geary. 

8:18  PPfl  -  H-4  patrol  area  of  San  Bruno. 

8:18  PITI  -  U/agon  request  for  prisoner  transfers  -  3rd  Street  and 
fflendell  area. 

8:19  Pin  -  AIB  Units  to  return  to  normal  patrol. 

8:21  Pin  -  Request  for  one  4-man  California  Highiuay  Patrol  Unit  to 
Sunnydale  and  Hahn. 

8:26  Pin  -  U/indoui  smash  at  537  Scott  Street. 

8:29  Pm  -  Victim  of  shooting  at  Fillmore  and  WcAllister  to  Central 
Emergency  Hospital. 

8:30  Pin  -  Information  received  by  California  Disaster  Office,  150 
riot  guns  shipped  from  Los  Angeles  Police  Department. 

8:30  Pffl  -  Building  at  50  Reardon  Road  hit  by  rifle  fire. 

8:40  Pm  -  80  radios  shipped  from  Sacramento  through  California 
Disaster  Office. 

8:40  pm  -  On  request  of  San  Francisco  Police  Department,  National 
Guard  Unit  2/143  deployed  20  men  to  report  to  California 
Highu/ay  Patrol  at  Sunnydale  and  Hahn  Streets  and  4  men 
to  report  to  mr.  C.J.  Boxburg,  Division  of  Highiuay 
Parking  Lot  at  17th  and  San  Bruno  Avenue  to  be  used  as 
Fixed  Post  guard  duty  on  the  radio  vehicles. 

8:45  PW  -  Haight-Ashbury  looting,  approximately  100  juveniles. 

8:46  Pm  -  1300  Fitzgerald  -  looting  of  Supermarket. 

8:46  Pm  -  Ulindoui  smash  of  Public  Library,  1616  -  20th  Street. 

8:48  pm  -  molotov  cocktails  at  522  Hayes. 

8:50  Pm  -  Juveniles  mith  firebombs,  22nd  and  Connecticut. 

8:50  pm  -  California  Highiuay  Patrol  Units  advise  rocks  and  bottles 
being  thrown  at  Hayes  and  lUebster. 
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8t53  Pin  -  California  Highiuay  Patrol  Command  advises  Northern 
District  Command,  they  are  ready  to  assist. 

9:07  Pm  -  ITIolotov  cocktails  at  695  Connecticut. 

9:09  Plfl  -  Large  rocks  being  throiun»  Hollou/ay  and  Capitol  Streets. 

9:09  Pin  -  U/indotu  smash,  looting,  Suianson's  Liquors  -  Ocean  and 
Capitol. 

9:10  Pin  -  Governor  Brou/n  inspects  San  Francisco  Police  Department 
Emergency  Operation  Center. 

9:10  Pill  -  Ambulance  request  -  gunshot  victim,  Laguna  and  Hayes. 

9:15  Plfl  -  Perimeter  control  established  lUith  California  Highu/ay 
Patrol  assist  in  Fillmore  area. 

9:18  PIfl  -  Auto  overturned,  758  Haight  Street. 

9:19  Pflfl  -  Uiindou/  smash,  looting  -  Turk  and  Van  Ness. 

9:19  Pm  -  llflan  a/ith  a  rifle  -  Fitch  and  Oilman. 

9:20  Pm  -  Request  through  California  Disaster  Office  by  San 
Francisco  Police  Department  for  additional  highu/ay 
flares. 

9:20  Pllfl  -  Turk  and  Van  Ness  -  luindoui  smash  and  looting. 

9:20  PItl  -  Governor  Brouin  leaves  Emergency  Operation  Center. 

9:21  Pin  -  K-7  requests  National  Guard  to  1325  Egbert. 

9:22  Pffl  -  Auto  on  fire  -  400  Bay. 

9:25  Pin  -  Captain  Barca  requests  California  Highway  Patrol  meet 
him  at  Leaveniuorth  and  ItlcAllister. 

9:25  Pin  -  Governor  Broiun  arrives  at  Hall  of  Justice  Commission 
Room  for  Press  Conference. 

9:27  Pm  -  50  juveniles  massing  in  300-400  block  ITliramar. 

9:29  PIT!   -  Northern  Command  Car  requests  Central  Patrol  U/agon  at 
ITIarket  and  Leaveniuorth. 

9:31  pm  -   Firebombs,  1086  Innes  Street. 
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9i40   Pffl     -     71   transceivers  received,    issued  through  California 
Disaster   Office. 

9!44    Pill     -     National   Guard   request    for   area   maps   of   Company   "E". 

9:50   Plfl     -      Looting,    1000   Palou. 

9:51    PBI     -     U/indom  smash   -   Liquor  Store,    698  Hayes  Street. 

9:55   Pllll     -     fflolotov  cocktails  throiun   into   Liquor   Store,    100 
Broad   Street, 

9:59   Pin     -      10  cases   flares   to  Command  #1   on  3rd  Street. 

10:00   PW     -     50   riot   guns   received  by  California  Disaster   Office   from 
San   Joaquin. 

10:00  pm     - 


UNIT 

STRENGTH 

HHC  49th  Div. 

109 

HHC  49th  Div.  Art. 

90 

1/159  Inf. 

358 

2/159  Inf. 

527 

2/184  Inf. 

359 

1/143  Art, 

218 

2/143  Art. 

185 

3/143  Art. 

365 

579  Eng.  Bat. 

234 

256  Eng.  Co. 

69 

4/149  Armored 

274 

HHC  1st  Brig. 

44 

2,833 
Expect  slight  increase  in  last  called  unit. 

10:01  Pin  -  17  men  from  Company  "B"  dispatched  to  area  of  5th  and 
ITlarket. 

10:05  Pm  -  Disaster  Corps  at  Wayfair  fllarket  -  Geary  and  Uiebster. 

10:05  Pm  -  Looting  of  market  at  Palou  and  Griffith. 

10:20  pm  -  1040  rounds  12  gauge  ammunition  picked  up  at  Presidio, 
San  Francisco  for  San  Francisco  Police  Department  by 
California  Disaster  Office. 

10:25  pm  -  Juveniles  luith  firebombs  at  Randolph  and  Bright. 

10:30  Pm  -  Several  California  Highway  Patrol  Units  to  patrol  Auto 
Rom  -  Van  Ness. 
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10:30  Pffl  -  Bagin  luithdraiual  of  National  Guard  Troops,  return  to 
Kezar  Stadium  and  Candlestick  Park. 

10j30  PW  -  Attorney  General  Lynch  and  U,  S.  Attorney  Cecil  Poole 
arrive  at  Hall  of  Justice. 

10j33  phi  -  Firebombs  at  88  Crestling. 

10i38  PHI  -  Firebombs  at  Randolph  and  Plymouth. 

10:50  PUn  -  National  Guard  Unit  notified  to  commence  a  gradual 

u/ithdraiual  of  troops  in  the  area  in  conjunction  with 
the  police  uiithdraioal. 

10:54  Pin  -  California  Highiuay  Patrol  and  Headquarters  #115  to 
Buchanan  and  lYIcAllister  due  to  mindoius  smashed. 

11:02  Pin  -  Company  "C"  u/agon  dispatched  to  Company  "E" . 

11:02  PHI  -  Disaster  Corps  Car  #1  call  Dr.  Sox  at  San  Francisco 
Hospital. 

11:03  PHI  -  ITlan  ujith  gun  -  179  Chitton. 

11:08  Pim  -  U/indoiu  smash  in  a  market,  972  ITlcAllister  -  California 
Highuiay  Patrol  on  scene. 

11:08  Pin  -  Assistant  Supervising  Captain  meet  National  Guard  at 
3rd  and  Neiucomb. 

11:09  PHI  -  Haight  betu/een  U/ebster  and  Buchanan  -  man  luith  a  gun. 

11:10  PHI  -  Captain  Nelson  meet  National  Guard  at  3rd  and  Neiucomb, 

11:15  PHI  -  Several  California  Highu/ay  Patrol  units  to  provide 
relief  for  3rd  Street  units. 

11:16  PHI  -  20  Negro  male  juveniles  on  200  Eddy. 

11:23  PHI  -  Hlolotov  cocktails  at  809  University. 

11:24  PHi  -  Juveniles  congregating  -  111  Taylor. 

11:30  PHI  -  Assault  victim  -  Plymouth  and  Broad. 

11:30  PHI  -  One-third  California  Highway  Patrol  Units  ufithdrauin. 

11:38  PHI  -  Colored  male  juveniles  congregating  at  18th  and  Eureka. 
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lls43  PI1I1  -  Injured  Officer,   Neujhall   and  fflendsll   -  Ambulance   sent. 

11j46  Pllfl  -  Gunshots  at   Oakdals,    ITlendell   and  Lane. 

11:56  PIfl  -  San  Francisco  Fire  Department  coffee  u/agon  to  Company   "C", 

11s56  PffI  -  Gunshots   -   Octavia  and  Fulton. 

11»58  Pflfl  -  Gunshots  at   Dctavia,   betu/een  Grove   and   Fulton. 

11j58   PIfl     -     Disaster   Corps   car  #1   contact  Supervising  Captain  111.    Lee 
on  Extension   1681. 
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I2t04  AID  -  ffluni  Coach  used  as  auxiliary  staging  -  to  Company  "E". 

12j10  Am  -  Chief  Cahill  inspects  Emergency  Operation  Center, 

12 J 25  AIKI  -  Chief  Cahill  leaves  Emergency  Operation  Center. 

12:29  Ain  -  U/indou;  smash  -  18  South  Ridge  Road. 

1:00  Alfl  -  8-10  Patrol  to  meet  Assistant  Supervising  Captain  at 
5th  and  (Klarket. 

1»03  Affl  -  Juveniles  congregating  at  29  Girard. 

1:15  AID  -  Negro  males  congregating  at  Phelps  and  Oakdale. 

1:20  Am  -  All  Patrol  (dog)  Units  to  patrol  Company  "G",  "H"  and  "I". 

1:30  Am  -  Dick  Gregory  request  permission  to  enter  area. 

1:30  Am  -  Additional  100  California  Highuray  Patrol  Units  u/ithdraiun. 

1:40  Am  -  Perimeter  control  points  secured. 

2:08  Am  -  California  Highmay  Patrol  Units  -  meet  Patrol  Command  at 
5th  and  market. 

2:15  Am  -  Looting  -  Antique  Shop,  mcAllister  and  Buchanan. 

2:16  Am  -  Company  "E"  Command  Post  advises  dissolving  perimeter  at 
3:00  Am. 

2:24  Am  -  U/indoiu  smash  -  999  mcAllister. 

2x25  Am  -  All  Disaster  Corps  Citizen  Radio  Band  secured. 

2:29  Am  -  Large  group  Negro  male  adults  and  Negro  female  adults  - 
Broderick  and  Page. 

2:30  Am  -  Remaining  California  Highmay  Patrol  Units  to  be  relieved 
at  3:00  Am. 

2:32  Am  -   Numerous  Negro  male  adults  committing  malicious  mischief 
to  cars  at  118  Turk. 

2:39  Am  -   People  on  roof  at  166  Turk  throwing  rocks. 

2:58  Am  -  Command  #2  mill  be  at  3rd  and  Lasalle. 
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3s02  Affl     -     All   California  Highway   Patrol  Units   in  Fillmore  area 
Ufithdraiun. 

3s06  AOl     -      PerimBter   area   in   Fillmore  area   secured. 

3«08  Am     -     All  California  Highu/ay   Patrol   Units   relieved   from  duty. 

3:34  AW  -  2nd  alarm  fire  at  140  Eddy. 

3:40  AIB  -  National  Guard  reports  100  men  still  being  utilized  by 
San  Francisco  Police  Department. 

4:00  AID  -  National  Guard  advised  to  concentrate  efforts  along 
3rd  Street. 

4sl0  Alfl  -  Jerrold  to  Revere  -  establish  at  each  intersection 
u/ith  4  men  at  each  roadblock  to  u/ork  in  conjunction 
uiith  California  Highu/ay  Patrol  and  San  Francisco 
Police  Department. 

4:10  Am  -  Patrol  #3  to  handle  apartment  alarm  at  798  ITIarket  Street, 

4:32  Aim  -  Report  people  throu/ing  bottles  at  240  D'Farrell. 

5:19  ABl  -  Uiindoui  smash  -  816  Octavia. 

6:00  Am  -  Curfeu)  lifted. 

6:23  Am  -  Patrol  1  and  2  -  off  duty. 

6:52  AW  -   Information  regarding  "rumble"  at  Noon  - 
Washington  High  (10/29). 

7:34  Am  -  Taraval  Unit  to  protect  Christmas  Tree  Point. 

7:49  Am  -  mission  High  Patrol  D-12. 

7:51  Am  -  Galileo  High  Patrol. 

8:21  AW  -  Juveniles  fighting  at  Onondaga  and  Cayuga. 

8:28  Am  -  Rock  throwing  -  1700  WcKinnon. 

8:31  Am  -  Report  of  firebomb  throuin  into  Portola  Jr.  High. 

B;33  Am  -  Command  #1  -  order  to  retain  men  until  relieved. 

8:38  AW  -  Juveniles  luith  clubs  -  23rd  and  Fairoaks. 
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8»44   Aim     -     U/lndoB)   smash   -   750   Stanyan. 

6:48  AW     -     Negro  male   juveniles   gathering  33rd  and  Balboa. 

9:15  Ain     -     C-7  -  escort    for  Uiater  Department,    1990  Nemcomb. 

9:20  AIKI     -     16-18  Negro  male   Juveniles  ujlth  hammers,   33nd  and 
So.   Van  Ness. 

9s23  Altl  -  Ulindoiu  smash   and  looting  at   976  iflcAl lister. 

9:29  Aim  -  Negro  male   juveniles  at   233   Industrial. 

9:42  Alfl  -  lUindou  smash   -  680  ITlcAllister. 

10:06  AW  -  Wission  Sears  hold-up  alarm. 

10:06  AW  -  Assault,  San  Jose  and  San  Juan  -  ambulance  sent. 

10:17  AW  -  Juveniles  fighting  -  20th  and  Taraval. 

10:39  AW  -  50  juveniles  gathering  at  Arguello  and  Lincoln  Ulay. 

11:12  AW  -  5  Negro  male  juveniles  mith  rifle  -  Hunters  Point 
School  #2. 

11:15  AW  ~  National  Guard  requested  to  station  a  Liaison  Officer 
in  each  station  luhere  they  are  in  support. 

11:28  AW  -  Juvenile  luith  rifle  -  Hilltop  Road. 

11:29  AW  -  Balboa  High  Patrol. 

11:33  AW  -  Wission  High  Patrol,  D-3. 

11:43  AW  -  Juveniles  in  and  out  of  stores  -  4501  Wission. 

11:56  AW  -  All  Jr.  and  Senior  High  School  inter-school  athletic 
events  cancelled  by  School  Department. 

11:58  AW  -  Negro  male  juveniles  congregating  -  33rd  and  Balboa* 

11:59  AW  -  U/indooj  smash  -  3255  Balboa  -  Negro  male  adults. 

11:59  AW  -  Riordan  High  Patrol. 

12:02  PW  -  U/indOQj  smash  at  3200  block  of  Balboa. 
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12:03   Pffl  -  Negro  male   juveniles   starting  fires   -   1002   Fillmore. 

12j05   Pdfl  -  Juveniles   u/ith   u/eapons   -   Luther   Burbank. 

12:25   PIfl  -  Fighting   reported    inside  Ulashington   High   School. 

12:29  Pm  -  Fighting  reported  at  Balboa  High  School. 

12:34  Pin  -  20  men  requested  at  Balboa  High  -  50  juveniles. 

12:54  PIKI  -  U/indoiu  smash  -  701  Guerrero. 

12:54  Pin  -  Juveniles  blocking  doors  -  2709  Balboa. 

12:57  Pin  -  One  car  luith  2  men  from  "B",  "D" ,  "F" ,  "G",  "H",  "I" 
To  Company  "C". 

1:00  pm  -  National  Guard  advises  that  2  helicopters  are  enroute 
to  the  roof-top,  San  Francisco  Hall  of  Justice  and  1 
additional  helicopter  for  backup  purposes  is  enroute 
to  Crissey  Field. 

liOO  P(n  -  Reports  of  shooting  -  Andover  and  Cortland. 

1:01  PM  -  Juveniles  throwing  bottles  and  fighting  -  2B5  Ocean. 

1:02  PIB  -  Juveniles  mith  clubs  -  24th  and  Quintara. 

1:07  Pm  -  All  "G"  Units  to  U/ashington  High  -  vandalism  and  burglary. 

1:08  pm  -  Juveniles  fighting  -  Lincoln  High. 

1:09  pm  -  B-3  detailed  to  Company  "C". 

1:10  pm  -  Ingleside  #2  detailed  to  Company  "C". 

1:11  Pm  -  Juvenile  fighting  at  Lincoln  High. 

1:11  pm  -  Students  sloiuly  returning  to  class  -  Balboa  High. 

1:14  PW  -  Solo  motorcycles  to  patrol  Lincoln  High. 

1:15  Pm  -  mayor's  directive  Re:   Use  available  California  Highway 
Patrol  and  National  Guard. 

1:19  pm  -   1-4  -  Lincoln  High  Patrol. 

1:25  pm  -  Curfeu)  previously  established  to  remain  in  effect. 

1:28  Pm  -   1-3  detailed  to  Company  "C", 
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IsSl  Pdl  -  Captain  Nelson  on  patrol  in  C-20. 

1:34  Pm  -  D-7  Unit  detailed  to  Company  "C". 

1:41  PHI  -  20-30  Negro  male  juveniles  congregating  - 
Ocean  and  Ulanda. 

1:43  Pin  -  Juveniles  uiith  rifles  in  rear  of  Jed  Smith  School. 

1:44  Pfid  -  ITIan  tuith  gun,  1511  Ellis  Street. 

Ii54  PW  -  Juveniles  tuith  gun,  2055  Sunnydale, 

2:00  PITI  -  25  California  Highway  Patrol  Units  with  80  men 
for  assistance. 

2:10  pm  -  Patrol  #3  to  Police  Range. 

2:18  Pflfl  -  Sergeant  Galik  and  10  men  standby  to  handle  school 
problems  only. 

2:19  PUS  -  Information  that  lliashington  High  students  to  be 
released  at  2:50  Pffl. 

2s25  PflU  -  One  helicopter  on  roof  of  Hall  of  Justice  aiuaiting 
disposition. 

2:28  PIN  -  Juveniles  congregating  at  Balboa  Higho 

2:28  PIKl  -  Three  Company  "H"  Units  dispatched  to  Balboa  High. 

2:33  PIK!  -  2  cars  of  Negro  male  juveniles  with  guns  -  vicinity 
of  IflcLaren  Park. 

2:40  Pllfl  -  National  Guard  requested  by  California  Disaster  Office 
to  airlift  100  radios  from  Van  Nuys  for  use  in  San 
Francisco  Police  Department  -  California  Highu/ay  Patrol 
mobile  units. 

2:40  P!K)  -  Order  to  relieve  Friday,  September  30  station  day  match 
personnel  at  normal  times. 

2:44  Pm  -  All  Company  "C"  Units  to  Jed  Smith  School, 
350  Harbor  Road, 

2:50  PIY)  -  Thursday  day  tuatch  personnel  ordered  to  remain  on  duty 

at  completion  of  normal  tour  of  duty  for  further  orders. 
12/8  match  members  ordered  to  report  for  duty  at  8:00  PUfl. 
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2:55  Pin  -  Curfeiu  astablished  For  Friday  in  Fillmore  and  Potrero 
areas  from  11:00  PIT)  Friday,  September  30,  1966  to 
6:00  Airi  Saturday,  October  1,  1966. 

2:56  PHI  -  Burglary,  4716  -  3rd  Street. 

3:00  Pin  -  G-1  Command  Car  at  Uiashington  High. 

3:00  PW  -  8-10  Negro  male  juueniies  at  iVlission  and  Russia. 

3:12  Pin  -  Juveniles  breaking  mindoms,  Brussell  and  Bacon. 

3:21  PIKl  -  Command  #2  at  Candlestick  Park. 

3:27  PIT)  -  100  juveniles  breaking  luindou/s  -  Iflission  and  Onondaga. 

3:31  PIfl  -  Juveniles  harrassing  (Ifluni  driver  -  dialler  and  Stanyan. 

3:37  Pin  -  Juveniles  fighting  at  bus  stop  -  Uialler  and  Stanyan. 

3:39  Pm  -  G-1  laith  4  men  detailed  to  Company  "C", 

3:42  Pin  -  "E"  Command  Car  at  City  Hall  until  4:00  PW. 

3:45  PW  -  Report  of  fight  mith  Ifluni  bus  driver  -  19th  and  Judah. 

3:45  Pin  -  National  Guard  advises  30  men  committed  as  shoui  of 
force  at  U/aller  and  Stanyan. 

3:45  Pin  -  Remaining  California  Highiuay  Patrol  personnel  ujithdrsmn. 

3:46  PW  -  Juveniles  disturbing  peace j  Stanyan  betn/een  Belvedere 
and  Haight. 

3:47  Pm  -  A-1  saith  4  men  detailed  to  Company  "C". 

3:50  pm  -  mission  High  Patrol  D-3. 

3:54  PW  -  Negro  male  juveniles  at  Wayflouier  Bar,  18th  and 
Connecticut. 

4:00  PW  -  Juveniles  smashing  auto  luindoias  -  Haight  and  Broderick, 

4:00  PW  -  All  California  Highiuay  Patrol  Units  standing  by  at 
Candlestick, 

4:01  PW  -  50-50  Negro  male  juveniles  smashing  u/indoms,  Haight 
betiueen  Baker  and  Broderick. 
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4t01  Pin  -  Juveniles  at  lUest  Portal  and  Sloat. 

4 1 04  Pin  -  Large  group  of  Juveniles  at  Buena  Vista  and  Height. 

4tQ7  PM  -  Juveniles  smashing  auto  loindows  -  Height  and  Oivisadero. 

4t06  Pfll  >  lUindou/  smashes*  499  Height  -  juveniles. 

4s09  Pin  -  Fighting  at  Height  and  Cole. 

4»10  PBl  -  Uiindoui  smash  -  1000  Height  Street, 

4»11  PBI  -  lOD  Juveniles  -  Height  and  Fillmore. 

4:12  Pm  -  Ulindour  smash  >  Juveniles  at  499  Height  Street. 

4:16  Pm  »  K-20  to  meet  K-30  at  3rd  and  Palou. 

4:24  Pm  -  Auto  fire  -  Cole  and  U/aller. 

4:27  pm  -  T-8  and  9  detailed  to  Company  "C". 

4:29  Pffl  -  Juvenile  assault.  Central  and  Fell. 

4:32  Pin  -  Juveniles  breaking  u(indou»s»  1020  Haight, 

4:33  Pin  -  Company  "D"  sending  4  men  to  Company  "C". 

4:36  Pffl  -  U/indoiB  smash,  juveniles  at  1028  Haight  Street. 

4:44  Pin  -  Information  that  Roosevelt  Jr.  High  to  be  burned 
September  30. 

4:52  Pin  -  DT  Command  Car  (Captain  fflclnerney)  to  Candlestick  Park. 

4:52  pm  -  Company  "B"  sending  4  men  to  Company  "C". 

4:54  Pin  -  Company  "D"  sending  4  men  to  Company  "C". 

4:57  pm  -  Juveniles  throming  rocks  at  autos  -  Turk  and  Oivisadero. 

4:57  Pffl  -  tt/indooj  smash  -  1025  WcAllister. 

5:01  Pffl  -  Juveniles  moving  200  feet  south  of  PG&E  Pomer  Plant. 

5:06  Pffl  -  Information  that  Kate  Kennedy  School  to  be  burned. 

5:29  Pffl  -  Captain  Cummins  orders  Bureau  of  Inspectors  at  Stations 
to  handle  runs. 
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5:30  PBl  -  All  "double  teams"  activated. 

5:33  PM  -  Juveniles  gathering  at  20th  and  Lexington. 

5:58  Pin  -  All  "double  teams"  t  Potrero  and  Command  Cars  to  3rd 
and  Gilman. 

6:14  Pffl  -  lldaking  IHolotov  cocktails,  1514  Sunnydale. 

6:24  Pin  -  15  Negro  male  juveniles  threatening  -  Randolph  and 
Ramsell. 

6:27  PWI  -  Command  1  returning  to  Headquarters. 

6:42  PW  -  Disaster  Corps  #2  at  mission  Emergency. 

6:42  PM  -  Juveniles  gathering  and  drinking  at  Arkansas  and  Madera. 

6:47  PW  -  Juveniles  gathering  -  1600  block  Palou. 

6:48  PBl  -  20-25  Negro  male  juveniles  -  1000  Buchanan. 

6:54  PWI  -   Information  of  possible  riot  (September  30,  1966) 
at  Everett  Jr.  High. 

6:55  Pffl  -  Juveniles  congregating  -  Sports  Center,  29th  and  Wission. 

6:58  Pin  -  Juveniles  fighting  -  29th  and  mission, 

7:12  PW  -  50  Negro  male  juveniles  throaiing  bottles  -  Sunnydale 
and  Hahn. 

7:21  PW  -  "Double  teams"  to  Phelps  and  Innes  -  equipment. 

7:22  PW  -  Auto  on  fire  -  3rd  and  Fitzgerald. 

7:29  PW  -  Demonstrators  -  1600  Height. 

7:32  PW  -  Robbery,  Grove  and  Stanyan. 

7:34  PW  -  25  juveniles  -  Haight. 

7:35  PW  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
Wission  Emergency. 

7:36  PW  -  Day  aiatch  members  released  from  further  duty. 

7:39  PW  -  Juveniles  gathering  -  WcAllister  betuteen  lUebster  and  Grove, 
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7:39  Pffl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
U.  C.  Hospital. 

7:40  PIfl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
Park  and  Central  Emergency. 

7:54  PBl  -  Juveniles  setting  fire  to  auto  -  Sunnydale  and  Hahn. 

7:55  Pill  -  National  Guard  Units  released  from  guard  duty  on 
Division  of  Highways  truck  yard. 

7:59  PW  -  Sunnydale  and  Hahn  Projects  -  making  firebombs. 

8i00  Pill  -  Firebomb  on  fduni  bus  -  Fillmore  and  Hayes. 

8:00  PM  -  Curfeui  in  effect. 

8:01  PIfl  -  Youth  for  Service  recognized  by  grey  arm  bands. 

8:03  PITI  -  Report  of  firebombs  on  illuni  bus  -  Fillmore  and  Hayes. 

8:05  PBl  -  Sunnydale  and  Hahn  -  firebombs  being  made. 

8:05  PffI  -  Request  through  California  Disaster  Office  by  San 

Francisco  Police  Department  for  additional  12  gauge 
and  30-30  ammunition. 

8:06  Pllfl  -  Negro  male  Juveniles  fighting  -  119  Height. 

8:10  PBl  -  National  Guard  reports  sending  22  troops  to  Haight  and 
Clayton  for  curfeiu  violation  of  student  violators. 

8:12  PBl  -  Rock  throming  -  1700  BIcKinnon. 

8:14  PBl  -  Largs  group  gathering  at  15th  and  Wlarket, 

8:18  PBl  -  Company  "C"  establishes  3  roving  Command  Posts. 

8:19  PBl  -  20  Negro  male  juveniles  at  Clayton  and  Page. 

8:20  PBl  -  Supervising  Captain  releases  20  man  California  Highuiay 
Patrol  Reserve  Units. 

8:21  Pin  -  U/indow  smash  -  Grocery,  1594  Golden  Gate. 

8:24  PBl  -  Juveniles  congregating  -  22nd  and  Fairoaks. 

8:25  PBl  -  On  vieui  robbery  -  Fulton  and  Laguna. 
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8t29  PIB  -  Report  of  man  with  gun  -  rooftop,  Lily  and  Buchanan. 

8:31  Pin  -  Firebomb  throuin  into  Portola  Jr.  High. 

8:31  Pfn  -  Large  group  of  Negro  male  Juveniles  gathering  - 
Haight  and  Warket. 

8:31  Pfld  -  5-5  Negro  male  juveniles  at  Liquor  Store,  613  Laguna* 

8:32  PW  -  Ulindou)  smash,  looting,  Haight  and  Steiner  - 
20  juveniles. 

8:36  Plfl  -   Large  group  of  juveniles  at  Liquor  Store  -  Evans  Gate, 
Hunters  Point. 

8:38  Pin  -  U/indoiu  smash  -  Sunnydale  and  Hahn. 

8:40  Pm  -  Firebombs  in  stores  -  Sunnydale  and  Hahn. 

8i40  PBI  -  5  O/T  -  meet  at  Sunnydale  and  Hahn. 

8:42  Pm  -  All  odd  number  D/T  Units  -  patrol  Sunnydale  Projects. 

8:46  PRI  -  Juveniles  in  Birch  Alley  -  near  Christopher  Dairy. 

8:48  Pffl  -  Report  of  firebombs,  18th  and  mission, 

8:48  Pin  -  Juveniles  with   firebombs   on  top  of   Little  Village  fflarket, 

6:49  pm  "  15  Negro  males  at  26th  and  Folsom. 

8:50  Pffl  -  Disaster  Corps  Citizen  Radio  Band  activated, 
Alemany  Emergency. 

8:53  Pffl  -  Juveniles  congregating  at  grocery  store. 
Broad  and  Capital. 

8:55  Pffl  -  Auto  fire.  Birch  and  Buchanan. 

8:56  Pffl  -  Order  to  use  red  light  and  siren  only  on  emergency. 

9:01  Pffl  -  Patrol  #6  on  patrol  in  Richmond  area. 

9:02   Pffl  -  Uiindoiit  smash   -  Grocery   store,   Capitol   and  Broad. 

9:03   Pffl  -  20   colored  male   juveniles   -   Broad   and  Capitol. 

9:07   Pffl  -  Ulindou)   smash,    198   Broad. 
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9:08  PW  -  Fire  in  Lumber  Yard,  Armstrong  and  Ingalls. 

9il0  PBI  -  All  D/T  Units  -  patrol  Geneva  and  IBansell,  Bayshore 
to  Mission. 

9:13  PW  -  Juveniles  Jumping  on  cars  -  22nd  and  Fairoaks. 

9:14  Pin  -  Emergency  Ambulance  #189  to  Company  "C".   As 
mobile  Hospital. 

9:l5  PM  -  Several  Negro  male  Juveniles  in  auto  casing 
Oflayfair  Market. 

9:17  PM  -  Mayor  requests  citizens  in  non-curfeui  areas  remain  off 
streets  and  all  businesses  close  at  10:00  Pffl. 

9:22  PIfl  -  Juveniles  massing  -  Granada  and  Grafton. 

9:22  PW  -  Juveniles  massing  -  Condon  and  Geneva. 

9:23  PM  -  Looting  from  store,  976  McAllister. 

9:27  PM  -  Ulindoio  smash,  opposite  978  McAllister. 

9:27  PW  -  U/indotu  smashes,  lUebster  and  Buchanan. 

9:29  Pffl  -  Large  group  juveniles  congregating  at  Geary  and  UJebster. 

9:30  PM  -  California  Highuiay  Patrol  released  Reserve  Standby  Units. 

9:34  PM  -  Juveniles  throwing  rocks  -  1122  Folsom. 

9:37  Pffl  -  30  Negro  male  juveniles  congregating,  2575  Mission. 

9:38  PM  -  Burglary  in  progress  -  976  McAllister. 

9:41  PM  -  All  D/T  Units  to  3rd  and  Carroll  -  Shooting  at 
Fire  Department. 

9:41  Pffl  -  Reports  of  shooting  at  Fire  Department  vehicles  at 
3rd  and  Carroll* 

9:41  PM  -  2nd  alarm  fire  at  Jennings  and  Van  Dyke. 

9:43  PM  -  Report  of  shooting  -  Donner  and  Ingalls. 

9:44  PM   -   10  Negro  male  juveniles  congregating  - 
tUilde  and  Goettengen. 
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10:44  PR)  -  Juveniles  breaking  glass  -  Hayes  and  Laguna. 

10s52  PW  -  Juveniles  congregating  -  Randolph  and  Ramsell. 

10:54  PHI  -  Command  #3  meat  San  Francisco  Ulater  Department  at 
Bancroft  and  Ingalls. 

11:08  Pm  -  D/T  Units  with  California  Highmay  Patrol  -  Return  to 
Candlestick  Park,  San  Francisco  Police  Department 
units  remain  on  patrol, 

lit  10  PW  -  All  California  Highuiay  Patrol  Units  secured  except 
joint  Command  Post. 

11:25  PW  -  Command  #1  to  3rd  and  Paul  -  open  door. 

11:33  Pffl  -  Fighting  in  front  of  179  Bolana. 

11:37  PW  -  All  California  Highway  Patrol  Equipment  Teams  - 
return  to  Candlestick  Park. 

11:46  PW  -  Juveniles  congregating  -  San  Jose  and  Lakeview. 

11:48  PW  -  All  San  Francisco  Police  Department  D/T  with  oialkie- 
talkies  to  Company  "C". 

11:53  PW  -  IDlndoai  smash  -  2598  San  Jose. 

11:54  PW  -  Police  Service  Station  to  remain  open  until  2:00  AW. 

11:56  PW  -  50  juveniles  marching  West  -  Balboa  from  34th  Avenue. 

11:59  PW  -  Information  that  2,000  persons  to  march  on  Warket. 
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9; 51  PIB  -  50  juveniles  fighting  -  Paris  and  Brazil. 

9855  PW  -  Gunshots  at  LaPlaya  and  Irwing. 

10:00  Pffi  -  78  ujalkie-talkies  delivered  to  the  Hall  of  Justice 
From  the  State  Disaster  Office. 

10:07  Pffi  -  15  colored  male  adults  in  Park  -  1232  Treat. 

10:10  Pin  -  y/indoi)  smash,  Scott  and  Eddy,  Juveniles. 

10s  11  PHI  -  Stoning  fire  trucks  -  1130  Scott. 

10:12  Pm  -  Firebombs,  1810  -  23rd. 

10:13  pm  -  Firebomb  at  399  Vallejo. 

10:16  Pllfl  -  Ulindow  smash  and  firebomb  on  Connecticut  -  juveniles. 

10:16  PM  >  Large  group  juveniles  -  19th  and  Mississippi* 

10:16  Pffl  -  Firebomb  thrown  in  con8truction-22nd  and  Connecticut. 

10:21  PM  -  Gunshots  at  police  radio  car,  Missouri  and  Turner  Terrace. 

10:21  PM  -  Fire,  22nd  and  Utah  (uiarahouse) . 

10:22  PM  -  Firebombs  ~  695  Connecticut. 

10:33  PM  -  Juveniles  congregating  at  El  Rey  Theater  - 
with  white  head  bands. 

10:37  PM  -  5-7  autos  inith  white  male  Juveniles  cruising  area  of 
Mission  and  Ocean. 

10:37  PM  -  Juveniles  congregating,  Mississippi  and  Pennsylvania. 

10:36  PM  -  Juveniles  congregating.  El  Rey  Theater,  Ocean  Avenue. 

10:39  PM  -  Request  for  flares  -  Ingalls  and  Yosemite. 

10:40  PM  -  50  juveniles  massing  at  Arguello  and  Lincoln  U/ay. 

10:40  PM  -  Juveniles  gathering  -  Geary  and  Uiebster. 

10:42  PM  -  lUindoiu  smash  -  Grocery  at  Oak  and  Buchanan  - 
Juveniles. 
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12:01  Ain  -  All  Disaster  Corps  Citizen  Radio  Band  secured. 

12j05  Am  -  Remaining  137  California  Highmay  Patrol  Units  luithdraion. 

12:11  Allfl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
mission  Emergency. 

12:15  AUl  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
U.  C.  Hospital. 

12:24  Am  -  Possible  bomb  -  Office  of  Economic  Opportunitiest 
Dakota  and  23rd  Streets. 

12:25  Affl  -  Negro  male  adults  gathering  at  300  South  Ridge  area. 

12:30  AIB  -  Disaster  Corps  Citizen  Radio  Band  activated  - 
Central  Emergency. 

12:33  AW  -  meet  a  citizen  at  Jamestomn  command  post  for  prisoners. 

12:38   Am  -  iKindovB   smashes,    500   block   of   Hayes. 

12:58  Am  -  Respond  with  officer  regarding  burglary,  1420  Yosemlte. 

1:00  Am  -  D/T's  deactivated. 

1:01  Am  -  Attempted  arson,  2315  Divisadero* 

1:30  Am  -  All  Disaster  Corps  Citizen  Radio  Band  secured. 

1:36  Am  -  Wan  luith  1  pistol  and  1  shotgun  -  3rd  and  Evans. 

2:09  Am  -  man  aiith  a  rifle,  2660  Meajhall. 

2:20  Am  -  All  Bureau  of  Inspectors  at  District  Stations  relieved. 

2:39  Am  -  Stabbing  victim  from  Jones  and  Geary  at  Central 
Emergency  Hospital. 

2:45  Am  -  Juveniles  tampering  uiith  auto  (3  Negro  male  juveniles 
and  3  Negro  female  juveniles  )  -  Lisbon  and  Persia. 

3:24  Am  -  Juveniles  vandalizing  autos,  900  Bush  Street. 

3:26  Am  -  Patrol  #3  advises  7/3Am  u/atch  relieved,  others  remain 
until  6:00  AW. 

3:30  Am  -  Robbery  committed  -  640  Jones  Street. 
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3:45  Affl  -  Assault  at  Chestnut  and  Van  Ness. 

3:57  AW  -  Auto  eastbound  on  Dflarket  Street  forced  Central 
radio  car  #3  off  roadu/ay  at  (lOarket  and  Sansome. 

4:25  AID  -  Burglar  alarm  at  GET,  2440  Lakeshore  Plaza. 

4:58  Alfl  -  3  Negro  male  adults  uiith  shotgun  in  green  pickup 
on  lyicDonald  Street, 

5:00  AID  -  733  Guardsmen  luithdramn, 

6:00  Am  -  Curfem  lifted. 

7:00  Altl  -  U/indoui  smash,  613  Laguna  Street. 

8:02  ABl  -  Juveniles  looting  store  at  3rd  and  Neu/comb. 

8:19  Art)  -  Juveniles  gathering  (Ofluni  Railway  as  complainant). 

8:40  AW  -  Gang  fight,  rear  of  Poly  High  School. 

9:02  AID  -  Juveniles  congregating  in  store  at  4936  -  3rd  Street. 

9:10  AID  -  Juveniles  throwing  rocks,  Eddy  and  Gough. 

9:13  Am  -  Juveniles  congregating,  Galileo  High, 

9:19  A(I1  -  Juveniles  luith  guns  -  Day  and  Sanchez  (arrest  made). 

9:42  AW  -  Juveniles  on  the  1100  block  19th  Street. 

10:17  Am  -  Galileo  High  Patrol. 

10:24  Am  -  Fire  -  Pier  27. 

10:38  Am   -   Lumber  Yard  fire  -  Bancroft  and  Jennings  area 
under  control. 

10:38  Am   -  Disaster  #2  at  Pier  27. 

10:43  Am   -  A-10  and  K-24  report  sufficient  manpower  at  fire  on 
Pier  27. 

10:45  Am   -  Command  car  #2  to  meet  National  Guard  at  Gilman  and 
Giant  Drive. 

10:54  Am  -  mission  High  Patrol,  D-7. 
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10t57  AW  -  Standby  to  protect  Fire  Department  at  Armstrong 
and  Hau/es. 

11:04  AW  -  Director  of  Traffic  at  Pier  27  -  indicates  K-10 
is  TFC  Command  Car. 

11:05  AM  -  Large  group  forming  at  3rd  and  Newhall  Street 
(have  been  drinking). 

11:05  Am  -  Command  Unit  confirmed  message  concerning  large  group 
of  drinking  adults  and  had  them  under  observation. 

lit  12  ARI  -  No  problems  from  congregating  groups,  dispersed. 

11:15  AAD  -  All  units  resume  normal  patrol. 

11:21  AM  -  Juveniles  involved  in  burglary,  Liquor  Store  at 
Sunnydale  and  Hahn. 

11:27  Afli  -  mission  High  Patrol,  D-3. 

11:30  AW  -  Balboa  High  Patrol,  H-12  and  3. 

11:32  AW  -  lUashington  High  Patrol,  G-4  and  5. 

11:32  AID  -  Report  of  2  Negro  male  adults  in  auto  «ith  rifles 
going  Ufest  on  Howard  Street. 

11:45  Ait!  -  Juveniles  gathering  at  Cayuga  and  Onondaga  (Balboa  High). 

11:48  AS)   -  U/ashington  High  Patrol,  G-301. 

11:50  Am  -  Balboa  High  Patrol,  H-2. 

11:50  Am  -  All  units  at  Balboa  High  -  meet  Captain  Feder  at 
School  Building. 

12:02  Pm  -  All  secure  at  Pier  27  -  Firemen  cleaning  up  area. 

12:04  Pm  -  LoibbII,  mission,  Balboa  and  Uioodroo/  Ulilson  Jr.  High  Patrols. 

12:16  Pin  -  Juveniles  gathering  at  Palm  Avenue  and  Geary. 

12:16  Pffl  -  Juveniles  gathering  at  Onondaga  and  mission. 

12:25  Pffl  -  Juveniles  gathering  at  4901  -  3rd  Street. 

12:30  Pffl  -  Assault,  18th  and  Church  Streets.   Arrest  made. 
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12j33  PW  -   Balboa  High  Patrol,  H-1. 

12i40  PW  -  Juveniles  gathering  -  24th,  Bryant  and  Potrero  Streets. 

I2i44  Pin  -   Information  from  S.P.R.R.  Agents  that  trains  are  being 
stoned  in  the  tunnel  area. 

I2i49  PBI  -   Interview  citizen  at  1095  lUisconsin, 

liOO  PIfl  -  Search  for  bomb  -  1095  Uiisconsin. 

lill  Pn  -  Balboa  High  School  checked  and  found  secure. 

1:15  Pffl  -  All  Company  "H"  Units  -  be  available  for  Balboa  High 
Patrol  at  2t45  Pffl. 

1:17  Pin  -  Truants  at  1750  Geneva  Avenue. 

1:26  Pin  -     Juvenile  laying  in  the  street  at  Madison  and  Silliman. 
Ambulance  sent. 

1:50  Pflfl  -  3  Negro  male  juveniles  throuiing  rocks  and  beer  cans. 
Page  and  Pierce. 

2:00  Pm  -  B-1  to  meet  Captain  at  3rd  and  mission. 

2»10  Pin  -  Corrections  bus  locations:   1-California  Highway 

Patrol  Headquarters,  8th  Street.   2-Hall  of  Justice. 
3-Company  "H". 

2:17  Pin  -  li/ebb  Furniture  Store,  976  BIcAllister  re-entered. 
Previously  had  been  boarded  up. 

2:20  Pm  -  10-12  Negro  males  throwing  bottles  and  rocks,  Pierce 
and  Golden  Gate. 

2:30  Pm  -  Chief  Cahill  released  Department  of  Correction  busses. 

2:35  Pin  -  Juveniles  gathering,  30th  and  Balboa. 

2:44  pm  -  mission  High  Patrol. 

2:55  pm  -  Juveniles  gathering  -  Portola  Jr.  High  School. 

2:57  pm  -  Lomall,  mission  and  Lincoln  High  Patrols. 

3:23  Pm  -  Lieutenant  General  Hill  patrolling  in  Headquarters  113. 
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3i30  PM  ~  Juveniles  throwing  rocks  and  bottles »  Golden  Gate 
and  Pierce* 

3t31  Pin  -  Gunshot  through  windov*  365  Grove  Street. 

3:34  Pin  -  Asaault  by  juveniles,  1900  -  19th  Avenue. 

3:38  PW  -  Juveniles  congregating  ~  Portola  Jr.  High. 

3:43  PM  -  Juvenile  Unit  reports  p11  quiet  on  San  Bruno  Avenue. 

4:02  PW  -  Juveniles  committing  an  assault  -  500  block  of 
29th  Street. 

4:02  PM  ->  Juveniles  congregating  Balboa  High  School. 

4:03  P«l  -  Balboa  High  Patrol,  H-5. 

4:07  PR)  -  Negro  male  juveniles  assaulting  girls  on  bus  - 
19th  and  Sloat  Blvd. 

4:15  Pffl  ~  Juveniles  assaulting  woman  in  phone  booth. 

4:15  P«l  -  All  District  Station  12/8  match  ordered  to  report 
for  duty  at  8s 00  PRI. 

4:32  PW  -  Felony  arrests  of  juveniles  booked  at  City  Prison  - 

others  to  be  cited  per  order  Superior  Judge  R.  O'Connor. 

4:37  PR)  •  UJindoiu  smash  by  3  Negro  male  juveniles  -  411  Shrader. 

4:56  Pin  -  Juvenile  disturbance  in  Eureka  Station,  fflarket  Street. 

5:15  Pin  -  10  juveniles  throwing  rocks  at  street  cars  at  Cole 
and  Carl, 

5:28  PM  -  Juveniles  throvaing  rocks  at  auto  at  Turk  and  Pierce. 

5:43  PM  -  Auto  on  fire,  1st  and  Market. 

5i46  PM  -  Juveniles  just  committed  theft,  1654  Halght  Street. 

5:52  PM  -  All  District  Captains  and  Acting  Captains  ordered  to 
work  4/12  on  Saturday,  October  1,  1966. 

6:19  PM  -  Report  of  5  Negro  male  adults  urith  rifle  on  Minna  Street, 
off  of  3rd  Street, 
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6:19  Pin  -  Juveniles  arrested  -  broke  gas  pumps  in  attempting 
gas  theft,  1301  Donner. 

6:46  Pin  -  Possible  406  at  Haight  and  Fillmore.   Situation  in 
hand  at  6:54  PW. 

6:54  PW  -  Arrest  at  (flinna  and  3rd  Streets.   5  Negro  males  uiith 
a  rifle. 

7:02  PW  -  Negro  male  juveniles  congregating  at  117  -  3rd  Street, 

7:23  Pin  -  Juvenile  disturbance,  Garfield  Square. 

7:25  PW  -  Juveniles  throwing  rocks  at  826  Innis. 

7:31  Pin  -  Report  street  lights  out  in  Sunnydale  Project. 
P  G  &  C  sent. 

7:35  Pm  -  Large  group  forming  -  Ulebster  and  Sutter  Streets. 

8:01  Pin  -  Iflolotow  cocktails  being  throuin  -  Ingleslde. 

8:11  Pin  -  Report  of  shooting  on  Hoo/ard  between  7th  and  Bth. 

8:15  Pin  -  15  to  20  juveniles  gathering  -  26th  and  Castro. 

8:39  PW  -  Juveniles  throiuing  rocks  from  the  hill  rear  840 
Innis  Street. 

8:40  Pin  -  Car  sent  to  interview  anonymous  citizen  regarding  her 
statement,  "They  are  going  to  kill  cops." 

8:50  pm  -   Command  #3  handling  assault  on  San  Bruno  Avenue. 

8:52  Pm  -  muni  Railway  advises  of  gun  shots,  Hayes  betmeen 
Laguna  and  Buchanan  Streets.  Wuni  coach  uiindoius 
struck  3  times  by  pellets  or  bullets. 

8:59  pm  -  Command  #4  handling  alarm  at  1395  Evans. 

9:06  Pm  -  Captain  mdnerney  advises  -  u/ill  be  in  Supervising 
Captain's  Office  for  next  2  hours. 

9:07  pm  -  Negro  male  Juveniles  causing  disturbance  - 
Bartlett  and  26th  Streets. 

9:14  Pffl  -  Rock  throuiing  at  motorists  -  Hayes  and  Fillmore. 
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FRIDAY.  SEPTEBIBER  30.  1966 


9il6  Pin  -  Command  #4  investigating  Juveniles  at  20th  and 
Connecticut. 

9i30  Pffl  -  Command  #2  meet  C-4  at  1647  Sunnydale. 

9j48  phi  -  Juveniles  thro«ing  rocks  at  Department  of  Electricity 
trucks  -  Presidio  and  California, 

lOtOO  Pin  -  Command  §A   handling  possible  riot  at  Coiu  Palace  area. 

10t03  Pffl  -  Negro  male  juveniles  causing  disturbance  at  Foodland 
market,  1300  Eddy  Street. 

10:11  Pffl  -  Command  #3  requests  assistance  from  Command  2  and  4 
cars  at  Hahn  and  Sunnydale. 

10:14  Pffl  -  Juveniles  throwing  bottles  at  15th  and  Landers. 

10:14  Pffl  -  Report  of  shooting  at  #5  Margaret. 

10:15  Pffl  -  Negro  male  with  gun  on  front  stairs  at  §\S   Candlestick. 

10:18  Pffl  -  Ambulance  dispatched  to  #7  fflargaret. 

10:30  Pffl  -  2  Negro  male  Juveniles  attempting  to  start  fires  on 
16th  Street  above  Castro. 

10:48  Pffl  -   Information  that  guard  is  on  duty  at  Ricci-Kruae 
Lumber  Yard. 

11:00  Pffl  -  Curfew  in  effect. 

11:20  Pffl  -  All  Bureau  of  Inspector  personnel  at  District  Stations 
to  report  off  at  12  fflidnight. 

11:32  Pffl  -  Juvenile  shooting  from  east  end  of  Bernal  Heights. 

11:40  Pffl  -  Juveniles  causing  disturbance  on  Jules  and  Ocean,  near 
Red  Roof  Restaurant. 

11:43  Pffl  -  Juveniles  dispersed  from  Jules  and  Ocean. 
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SATURDAY.  OCTOBER  1.  1966 

12t01  AW  -  Command  #4  -  Disturbance  of  Peace  at  134  Blythedale. 

12>51  AW  -  Central  Unit  to  patrol  on  Market  Street* 

1:40  AW  -  Juveniles  fighting  at  957  mission. 

2i!37  AW  -  Large  group  of  Juveniles  drinking  at  Christmas  Tree 
Point. 

2:42  AW  -  Large  group  of  Juveniles  in  building  at  4076  -  17th  Street. 

2t45  AW  -  Store  break-in,  Fulton  and  Broderick. 

3t23  AW  -  Uiindou/  smash  -  Victoria  and  Randolph, 

6:00  AW  -  Curfeiu  lifted. 

8il6  AW  -  Auto  fire»  i2th  and  Van  Ness  (South). 

12:48  PW  -  Rock  throwing,  18th  and  Ord  -  Juveniles. 

1:00  PW  -  Due  to  current  emergency  -  no  change  of  matches. 

1:06  PW  -  Negro  male  juveniles  throwing  eggs  at  715  -  2nd  Street. 

2:00  PW  -  175  National  Guard  luithdramn. 

2:28  PW  -  12/8  luatch  to  report  for  duty  at  8:00  PW. 

3:59  PW  -  4  Negro  male  juveniles  breaking  mindoms,  58  Ellis  Street. 

4:01  PW  -  Rock  throaing  at  cars,  19th  and  Holloiuay  -  Juveniles. 

4:30  PW  -  Command  #2  to  Mission  Emergency  Hospital. 

4:34  PW  -  Juvenile  assault  -  463  Naples. 

4:50  PW  -  Bomb  threat  -  Hilton  Hotel. 

5:14  PW  -  8-10  juveniles  at  Innes  and  Hunters  Point. 

6:18  PW  -  Stabbing,  825  Wasonlc  Street. 

6:44  PW  All  "B"  Units  to  5th  and  Folsom  -  3  alarm  at  288  Shipley. 

7:00  PW  -  Command  car  to  6th  and  Shipley. 

8:19  PW  -  Juveniles  throu/ing  rocks  -  Sunnydale  Projects. 
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SATURDAY.  OCTOBER  1.  1966 

8x36  PW  -  7  or  8  juveniles  at  Bannam  off  Green* 

8;48  PW  -  Command  #2  ~  Drunk  with  gun,  930  Ingersoll. 

I0j31  PW  -  IBan  breaking  in,  1746  Sunnydale. 

10(36  PR)  -  Gun  shots,  rear  of  Kezar  Stadium  -   National  Guardsman 
shot  at,  not  hit. 

10$ 47  PW  ~  Possible  juvenile  disturbance.  50  to  70  Negro  male 
Juveniles  gathering  at  Alamo  Square* 

10s 52  PW  -  Interview  a  complainant  at  2557  Sutter  regarding  gun 
shots. 

llsOO  PW  -  Curfew  in  effect. 

lltSl  PW  -  Command  4,  5,  and  6  to  Company  "C". 

11855  PW  -  Juveniles  congregating  -  park  area  of  Uioolsey  and 
University. 

12s 26  PW  -   Juveniles  throuiing  rocks  -  18th  and  Ord. 
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SUNDAY.  OCTOBER  2.  1966 

12s02  AM  -  Approximately  50  Negro  male  adults  massing  - 
300  block  of  Bright. 

12:02  Alfl  -  100  Negro  male  Juveniles  massing  at  355  Bright. 

2:30  AID  >  10  carloads  of  juveniles  at  23rd  and  Arkansas. 

3j17  aw  -  U/indou/  smash  and  burglary  -  24th  and  York. 

4»49  Am  -  UJindoo/  smash  -  Thrifty  T.V. 

5i00  Aim  -  3B0  remaining  National  Guard  withdraivn. 

6t00  Am  -  Curfesi  lifted. 

12»29  Pm  -  Condition  report  from  Civic  Center  shows  everything 
normal. 

2sD9  pm  -  Command  car  at  Polk  and  Grove. 

2»30  pm  -  mayor's  notification  to  lift  curfeui  and  State  of 

Emergency  to  be  ceased,  effective  11:00  Pm,  Sunday, 
October  2,  1956. 

2:40  Pm  -  Contact  mayor's  Office  for  report  of  conditions  on 
front  stBps_of  City  Hall. 

2:45  pm  -  Order  issued  to  lift  curfeia  and  cease  State  of 

Emergency  as  of  11:00  PW,  Sunday,  October  2,  1966. 

3:23  Pm  -  Command  #2,  1590  Yosemite  -  Burglary. 

4:41  Pffl  -  man  mith  shotgun  at  456  Haight. 

4:48  pm  -  Officer  requests  additional  cars  to  meet  him  at 
Haight  near  Fillmore. 

5:11  pm  -  Shooting  on  Fillmore  between  WlcAllister  and  Fulton. 

6:23  pm  -  4/12  Uiatch  members  report  off  at  midnight. 

8:56  pm  -   Command  #1  -  Hold  Up,  Liquor  Store,  221  Hahn. 

10:10  pm  -   Negro  males  in  auto  with  molotov  cocktails,  2nd  and 
Jessie,  arrest  made. 

10:40  pm  -  Central  Emergency  Hospital  reports  request  for 

ambulance  at  946  Ingelson  -  father  of  slain  youth  - 
seizure. 
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SUNDAY »    OCTOBER   2.    JL966 

11:00  PIfl     -     Curfettt  lifted.      State   of  Emergency  caased. 

1:40  PM  -  Dealers  in  firearms  and  ammunition  may  resume  sales. 

5:00  Pffl  -  Effective  at  12:00  midnight,  October  3,  1966  - 
Regular  watches  off  permitted. 

5:01  PHI  -  Change  of  watch  for  District  Stations  shall  be 
Tuesday,  October  4,  1966. 

9:45  Pllfl  -  California  Highway  Patrol  Liaison  Post  deactivated. 

10:00  PW  -  San  Francisco  Police  Department  Emergency  Operation 
Center  secured. 
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ARREST  STATISTICS 
3»1D  Pffl.  SEPTEMBER  27.  1966  TO  11:00  PITI.  OCTOBER  2.  1966 


I.   TOTAL  CITY  UJIDE  ARRESTS 898 

A.  Adults  Arrested 739 

B.  Juveniles  Booked 102 

C.  Juveniles  Cited  (Other  than  Traffic) 57 


II.   TOTAL  ARRESTS  NOT  CONNECTED  ll/ITH  CIVIL  DISTURBANCE 441 

A.  Adults  Arrested. ..o. 414 

B.  Juveniles  Booked 13 

C.  Juveniles  Cited 14 


III.   TOTAL  ARRESTS  CONNECTED  UJITH  CIVIL  DISTURBANCE 457^^' 

A.  Adults  Arrested .,.,....  325 

B.  Total  Juveniles  Booked B9 

C.  Total  Juveniles  Cited 43 
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TOTAL  ARRESTS  CONNECTED  UIITH  CIVIL  DISTURBANCE  457^-^' 

A.  Adults  Arrested  325 

1.   Total  Males  2B6 

(a)  Uihlte  males  100 

(b)  Negro  Males 166 

2*   Total  Females  39 

(a)  UJhlte  Females    29 

(b)  Negro  Females   ..* 10 

B.  Total  Juveniles  Booked    i 69 

1.  Total  fflale 87 

(a)  li/hite  Male    21 

(b)  Negro  Male 66 

2.  Total  Female 2 

(a)  White  Female  0 

(b)  Negro  Female  2 

C.  Total  Juveniles  Cited  ». 43 

1,   Total  Male  43 

(a)  Uihite  Male  19 

(b)  Negro  Male 23 

(c)  Other  Males  1 

ADULTS  ARRESTED  IN  AREA  OF  RESIDENCE 

A.  Total  arrested  in  area  of  residence  174 

1.  Total  Males  arrested  in  residence  area  153 

(a)  U/hite  54 

(b)  Negro 99 

2.  Total  Females  arrested  in  residence  area 21 

(a)  Uihite  15 

(b)  Negro  6 

B.  Total  arrested  out  of  their  residential  area  151 

1.  Total  Males  133 

(a)  Uihite  46 

(b)  Negro 67 

2.  Total  Females 16 

(a)  Uihite  14 

(b)  Negr-o  4 
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ADULTS  ARRESTED  IN  CURFEUi  AREAS  IN  RELATION  TO  THEIR  RESIDENCE 

A.  Total  Adults  arrested  in  Fillmore-Haight-Ashbury  164 

1.  Total  males  153 

(a)  Reside  in  area  .«o...   98 

(1)  U/hite  52 

(2)  Negro  46 

(b)  Reside  out  of  area 55 

(1)  U/hite  34/  V 

(2)  Negro  21^  -* 

2.  Total  Females 31 

(a)  Reside  in  area  18 

(1)  Ulhite 15 

(2)  Negro 3 

(b)  Reside  out  of  area 13 

(1)  U/hite 12 

(2)  Negro  1 

B.  Total  Adults  arrested  in  3rd  Street  Curfeiu  Area 117 

1.   Total  males  , 110 

(a)  Reside  in  area 53 

(1)  U/hite 2 

(2)  Negro  51 

(b)  Reside  out  of  area 57 


(1)  U/hite 4 

(2)  Negro 53 


(3) 


2.   Total  Females 


(a)  Reside  in  area 3 

(1)   Negro 3 

(b)  Reside   out   of  area 4 

(1)  U/hite    1 

(2)  Negro 3 

C.      Total  Adults   arrested  outside  either   Curfetu  Areas    24 

1.  Total   males 23 

(a)  U/hite ,      8 

(b)  Negro    , 15^^^ 

2.  Total   Females    .^ , 1 

(a)     U/hite 1 
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ADULT  ARRESTS   BY   AGE.   RACE.    SEX  AND   LOCAL   OR   OUT   OF   TOUJN  RESIDENCE 

A.  Total  Males  Arrested   286 

1.      Total  Ulhite  Itlales  arrested   100 

(a)  Local   address 79 

(b)  No   local   address ....«...«. 21 

2«     Total  Negro  (Dales  arrested   186 

(a)  Local   address 173 

(b)  No   local  address   13 

B.  Total  Females  Arrested 39 

1.  Total  y/hite   Females 29 

(a)  Local   address 26 

(b)  No   local   address 3 

2.  Total   Negro  Females 10 

(a)  Local   address 8 

(b)  No   local   address    2 

C*     Age  Categories 

ItlALES  FEfflALES 

lUhite  Negro  lUhite  Negro 

Aqb     Local-No  Local      Local-No  Local      Local-No   Local      Local-No  Local        Total 

18  8  3  39              3  5              1  1            -  60 

19  8  3  19              1  4              -  11  37 

20  5  2  24              1  5              2  -            -  39 

21  84  5-  3-  11  22 

22  6  3  16              1  6              -  2            -  34 

23  13  -  10  -  1  -  -  -  24 

24  8-  5-  --  --  13 

25  6              -  10              2  1              -  -            -  19 

26  32  6-  --  1-  12 

27  21  6-  --  --  9 
28-2  31  --  --  6 

29  3-  1-  --  1-  5 

30  21  51  --  --  9 

31  3-  --  --  --  3 

32  1-  3-  --  --  4 

33  1-  --  --  --  1 

34--  1-  _-  --  1 

35--  3-  --  --  3 

36--  2-  --  1-  3 

37--  2-  --  --  2 

38--  1-  --  --  1 

39--  21  --  --  3 

40            1-  2-  --  --  3 
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C.  Age  Categories  (continued) 


Aae 


MALES 
White 
Local-No  Local 


Negro 
Local-No  Local 


FE  WALES 
White 
Local-No  Local 


Negro 
Local-No   Local 


Total 


42 
43 

44 
45 
46 
48 
49 
56 


1 
1 
1 
1 
2 

1 
1 


1 
2 
1 
1 
3 
2 
1 
1 


ADULT  ARRESTS  BY  AGE   GROUPS.   RACE.   SEX 


Aqe 

Group 

18   - 

21   Yrs. 

22   - 

25  Yrs. 

26   - 

29   Yrs. 

30   - 

33   Yrs. 

34   - 

37  Yrs. 

38   - 

41   Yrs. 

42   - 

45  Yrs. 

Over 

45  Yrs. 

IKIALE 

U/hite 

Neqro 

41 

92 

36 

44 

13 

17 

8 

9 

- 

B 

1 

6 

- 

5 

1 

5 

FEIKIALE 
UJhite         Negro 


20 
8 


5 
2 
2 


Total 

158 

90 

32 

17 

9 

7 

5 

7 
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ARREST  HISTORY 

A.   Adults  Arrested  In  Connection  U/ith  Ci\/il  Disturbance 

Previous  Arrests 


No  Prior 

Arrests 

Ulhite 

IKlales 

55 

White 

Females 

25 

Negro 

ITIales 

58 

Negro 

Females 

6 
144 

1-2  3  or  Wore 

Arrests  Arrests 

25  19 

3  1 

49  80 

_3  1 

80  101  =  325 


PREVIOUS  CITES  * 

Available  information  does  not  indicate  any  of  the  above 
adults  having  been  previously  cited  as  adults,  however,  nine- 
teen of  the  above  persons  have  indications  on  their  records  show 
previous  juvenile  arrests  or  cites. 
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B. 


3U\/ENILES  ARRESTED  IN  CONNECTION  UJITH  CIUIL  DISTURBANCE 


Previous  Arrests 


Previous  Citations 


No  Prior 

1  - 

2 

3  or  IKlore 

No 

Prior 

1  - 

2 

3  or  (Tlore 

Arrests 

Arres 

Its 

Arrests 

Cites 

Cites 

Cites 

U/hite 

Wales 

14 

3 

3 

13 

4 

3 

lUhite 

Females 

0 

0 

0 

0 

0 

0 

Negro 

Males 

28 

20 

20 

38 

18 

12 

Negro 

Females 

_0 

_J, 

_0 

0 

_g 

_1 

42 

24 

23  =  89 

51 

22 

16  =  89 

C.    JUVENILES  CITED  IN  CONNECTION  UJITH  CIVIL  DISTURBANCE 


Previous  Arrests 


Previous  Citations 


No  Prior 

1  - 

2 

3  or  more 

Ni 

0  Prior 

1 

2 

3  or  more 

Arrests 

Arres 

its 

Arrests 

Cites 

C. 

ites 

Cites 

lUhite 

males 

13 

6 

0 

12 

3 

4 

lUhite 

Females 

0 

0 

0 

0 

0 

0 

Negro 

Wales 

17 

4 

3 

16 

4 

4 

Negro 

Females 

_0 

_0 

_0 

0 

. 

_0 

_0 

30 

10 

3  =  43 

28 

7 

8  =  43 
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ADULT  ARRESTS.  OCCUPATION 


1 

y/HITE 

NEGRO 

Occuoation 

fflale 

Female 

Male 

Female 

Actor 

1 

_ 

_ 

_ 

Artist  -  Poet 

6 

•• 

1 

. 

Attorney 

- 

1 

- 

- 

Baby  Sitter 

- 

1 

- 

- 

Bus  Driver  (S.F.  IHunJ 

L  R.R.) 

- 

- 

1 

- 

Carpenter  -  Electrici 

Lan 

4 

> 

2 

- 

Car  Ulasher 

- 

- 

2 

- 

Cement  Finisher 

- 

- 

1 

- 

Clerk 

10 

5 

13 

1 

Dancer 

- 

1 

- 

- 

Economic  Opportunity 

Council 

- 

- 

4 

- 

Gardener 

1 

- 

- 

- 

Janitor  -  Porter 

1 

. 

12 

- 

Laborer 

14 

1 

71 

- 

(Bechanic 

3 

- 

7 

- 

Messenger 

w 

- 

1 

- 

musician 

6 

- 

- 

- 

No  Occupation  Listed 

IB 

8 

24 

6 

Orderly 

- 

- 

1 

- 

Painter 

2 

• 

1 

. 

Photographer 

2 

- 

- 

- 

Playground  Director 

1 

- 

«» 

- 

Post  Office  Employee 

3 

- 

6 

- 

Poverty  Uiorker 

- 

- 

2 

- 

Pressor 

- 

- 

1 

- 

Refused  Information 

- 

1 

- 

- 

Restaurant  U/orker 

2 

1 

7 

- 

Roofer 

- 

- 

1 

- 

Seaman 

1 

- 

6 

- 

Ship  Fitter 

- 

- 

2 

- 

Street  Cleaner 

<- 

- 

1 

- 

Student 

20 

10 

12 

1 

Teacher's  Aid 

- 

- 

1 

- 

Technician 

1 

- 

1 

- 

Telephone  Operator 

- 

- 

- 

1 

Telephone  Solicitor 

- 

> 

- 

1 

Toll  Collector  (S.F. 

Bay  Bridge) 

- 

- 

1 

- 

Ufelder 

1 

- 

- 

- 

U/riter 

3 

. 

1 

- 

Youth  for  Service 

. 

- 

3 

- 
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ADULT  ARRESTS  BY  CHARGES 

A,  FBloniea 

1,  Arson  (447b  PC) 

2t   Assault 

(a)  Aggravated  (245  PC) 

(b)  Against  Police  Officer  (243  PC) 

(c)  Objects  thrown  at  moving  autos 
(23110b  VC) 

3.  Auto  Theft  (10851  VC) 

4.  Burglary  (459  PC) 

5.  Narcotic  Charges 

(a)  marijuana  (11530  H4S) 

(b)  Narcotics  other  than  Hlarijuana 
(11500  HAS) 

6.  Receiving  Stolen  Property  (496  PC) 

7.  Robbery  (211  PC) 

6.  Weapons 

(a)  Possession  of  Black  Jack,  ffletal 
Knuckles,  etc.  (12020  PC) 

B.  misdemeanors 

1.  Assaults 

(a)  Battery  (242  PC) 

(b)  Resisting  Arrest  (148  PC) 

2.  Civil  Disorder 

(a)  Curfew  Violation  (1600  WiV) 

(b)  Disperse  from  riot  area  (409  PC) 

(c)  Disturb  the  Peace  (415  PC) 

(d)  Firebomb,  Possession  (653.1  PC) 

(e)  Inciting  to  Riot  (404.6  PC) 

(f)  Loitering  around  school  (647a  PC) 

(g)  malicious  mischief  (594  PC) 

(h)   Obscene  Language  in  Public(311.6  PC) 
(1)   Public  Nuisance  (370  PC) 
(j)   Trespassing  (602L  PC) 

3.  Common  Drunk  (647f  PC) 

4.  Dangerous  Drugs,  Possession  (11910  H4S) 

5.  Driving  under  influence  (alcohol) 
.  (23102  VC) 

6.  Enroutes-Probation,  Parole,  etc. 

7.  Hypodermic  Paraphernalia,  Poss.  (4143  B4P) 

8.  Non  Support,  Child  and/or  U/ife  (270  PC) 

9.  Theft,  Petty 
10.  U/eapons 

(a)  Carrying  concealed  knife  (1291B  fflPC) 

(b)  Displaying  in  a  rude  or  angry  manner 
(417  PC) 
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U/HITE 

NEGRO 

male  Female 

Male 

Female 

Total 

- 

- 

2 

- 

2 

X 

. 

5 

^ 

6 

« 

- 

3 

1 

4 

- 

- 

2 

- 

2 

. 

M 

4 

• 

4 

«• 

1 

11 

1 

13 

2 

^ 

2 

^ 

4 

3 

■• 

« 

- 

3 

1 

«» 

ID 

1 

12 

. 

•• 

3 

•• 

3 

1 

- 

3 

» 

4 

4 

- 

6 

4 

14 

87 

28 

118 

7 

240 

2 

- 

1 

. 

3 

3 

> 

13 

. 

16 

. 

- 

7 

- 

7 

57 

20 

37 

3 

117 

- 

- 

2 

- 

2 

1 

1 

4 

- 

6 

1 

- 

1 

- 

2 

55 

20 

4 

- 

79 

2 

- 

«to 

- 

2 

2 

1 

6 

- 

9 

2 

- 

2 

- 

4 

- 

- 

2 

- 

2 

6 

1 

30 

1 

38 

1 

- 

- 

- 

1 

1 

- 

- 

- 

1 

- 

■  - 

1 

2 

3 

1 

_ 

9 

_ 

10 

- 

_ 

3 

- 

3 

JUVENILES  ARRESTED  AND  CITED  IN  RELATIOW  TO  RESIDENCE 


A.  Total  Juveniles  Arrested  in  Area  of  Residence  ».....••  61 

1.  Total  males  Arrested  in  Area  of  Residence 59 

(a)  U/hite 14 

2.  Total  Females  Arrested  in  Area  of  Residence. 2 

(b)  Negro 2 

B.  Total  Juveniles  Arrested  Out  of  Area  of  Residence 28 

1.  Total  Males  Arrested  Out  of  Residence  Area 26 

(a)  White 7 

(b)  Negro , 21 

C.  Total  Juveniles  Cited  in  Area  of  Residence  ....<....o.o*.o 23 

1.  Total  Males  Cited  in  Area  of  Residence  23 

(b)  Negro , 11 

D.  Total  Juveniles  Cited  Out  of  Area  of  Residence 20 

1.  Total  number  of  Males  Cited  Out  of  Residence  Area...  20 

(a)  U/hite  ...........*«.. ...,..'>...   7 

^o /   pie gro  ...........................o......   xz/^\ 

\C }  Uuner   .  ....o.  ..•*«..  ...........o.o.e.e..       X 
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JUVENILES  ARRESTED  AND  CITED  IN  CURFEW  AREAS  IN  RELATION  TO  THEIR  RESIDENCE 
A.   Total  Juveniles  Arrested  in  rillmore-Haight-Ashbury  27 

1.  Total  males 25 

(a)  Reside  in  area  22 

(1)  UJhite  1 

(2)  Negro 21 

(b)  Reside  out  of  area  3 

(1)  U/hite 1/gx 

(2)  Negro  2^^ 


2.   Total  Females 


(a)   Reside  in  area 2 

(1)  Negro 2 

B.  Total  Juveniles  Cited  in  Fillmore-Haight-Ashbury  6 


1.   Total  Males 


(a)   Reside  in  area 6 

(l)  Negro  >.■.....«.. 6 

C.   Total  Juveniles  Arrested  in  3rd  Street  Area 25 

1.   Total  males , 25 

(a)  Reside  in  area 21 

(b)  Reside  out  of  area • • 4 

0*      Total  Juveniles  Cited  in  3rd  Street  Area  2 


X .      I  o v8X  Ills xes  ..*«.o.*..«..o 


.«.e.e«....0O.o««.  .......< 


.«.««•.  ««..«.«.4e..o.. 


(a)      Reside   in  area    ... 

(1)      Negro 2 

E.  Total  Juveniles  Arrested  Outside  Either  Curfeur  Areas 37 

1.   Total  males  37 

(a)  Uihite. ..............a... ^^(a) 

(b)  Negro 22^^ 

F.  Total   Juveniles  Cited  Outside   Either   Curfew  Areas   35 

1.      Total   males 35 

(a)  U/hite igfq? 

(b)  Negro 15^^ 

(c)  Other    (Philipino) 1 
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JUVENILES  ARRESTED  AND  CITED  BY  AGE.  RACE,  SEX 


MALES 

FEmALE 

Ulhita 

Neg 

iro 

Othe 

r 

Negro 

Aqe 

Cited  Ai 

rrested 

Cited 

Arrested 

Cited 

Only 

Ar 

rested 

Only 

Total 

7  Yrs. 

«» 

. 

1 

_ 

mt 

_ 

1 

12  Yrs. 

- 

- 

- 

1 

- 

> 

1 

13  Yrs, 

- 

2 

3 

2 

- 

- 

7 

14  Yrs. 

5 

2 

4 

4 

- 

- 

15 

15  Yrs. 

4 

3 

5 

6 

• 

2 

22 

16  Yrs. 

5 

6 

4 

20 

•» 

. 

35 

17  Yrs. 

4 

8 

6 

31 

1 

- 

50 

18  Yrs. 

1 

- 

~ 

— 

•• 

— 

1 

JUVENILES 

BY  SCHOOL 

ATTENDED 

A.   High  School 


B. 


U/hite 

ITIale 

Negro 

male 

School 

Cited  Booked 

c 

ited  B 

ooked 

Total 

Balboa 

1 

4 

1 

2 

8 

Galileo 

- 

- 

. 

1 

1 

John  O'Connell 

- 

- 

- 

1 

1 

Lincoln 

- 

- 

w 

1 

1 

mission 

B 

5 

1 

7 

21 

Polytechnic 

- 

- 

3 

6 

9 

Samuel  Gompers 

- 

- 

2 

6 

6 

U/ashington 

- 

- 

1 

- 

1 

lUilson 

- 

- 

- 

3 

3 

Jr.  High  Schools 

U/hite 

niala 

Negro 

Male 

Fema 

le 

Other 

School 

Cited 

Booked 

Cited 

Booked 

Book 

ed 

Cited 

Total 

Ben  Franklin 

^ 

. 

1 

3 

„ 

. 

4 

Denman 

1 

1 

2 

1 

- 

- 

5 

Everett 

- 

1 

3 

- 

1 

- 

5 

Horace  Blann 

1 

- 

1 

- 

- 

. 

2 

Luther  Burbank 

2 

- 

1 

- 

> 

- 

3 

Marshall 

1 

- 

- 

- 

- 

. 

1 

Pelton 

- 

- 

- 

3 

- 

- 

3 

Portola 

. 

- 

- 

1 

- 

- 

1 

Unknown 

5 

10 

7 

31 

1 

1 

55 
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FOOTNOTES 


(1)  Includes  67  demonstrators  arrested  in 
Haight-Ashbury  District. 

(2)  1  Negro  male  resides  in  3rd  Street 
curfew  area* 

(3)  14  Negro  males  live  in  Fillmore  curfem 
area. 

(4)  4  Negro  males  live  in  3rd  Street  curfew 
area,  1  Negro  male  lives  in  Fillmore 
curfew  area. 

(5)  Philipino. 

(6)  1  Negro  juvenile  resides  in  3rd  street 
area. 

(7)  1  Negro  male  resides  in  Fillmore  curfew 
area. 

(6)  9  Negro  males  reside  in  Fillmore  curfew 
area»  3  Negro  males  reside  in  3rd  Street 
area. 

(9)   1  white  male  and  5  Negro  males  reside  in 
Fillmore  area»  4  Negro  males  reside  in 
3rd  Street  area. 
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The  following  indicates  by  the  nearest  cross  street,  the  loca- 
tion of  arrests  and  citations  relative  to  the  civil  disturbance  be- 
tween September  27,  1966  and  October  2,  1966. 


JUVENILES 


ADULTS 


COUNTY  JAIL  #1 

7th  and  Bryant  Street 

EVERETT  JUNIOR  HIGH 
17th  and  Sanchez 

KEZAR  PARKING  LOT 

Frederick  and  Stanyan 

(fllSSION  HIGH  SCHOOL 
18th  and  Dolores 

miSSION  EtriERGENCY  HOSPITAL 
22nd  and  Potrero 

3rd  and  20th  Streets 

3rd  and  Army  Streets 

3rd  and  Fairfax 

3rd   and   Galvez 
*3rd   and   jTflcKinnon 
*3rd    and    Neiucomb 
*3rd    and    Neiuhall 
*3rd   and   Oakdale 
*3rd   and   Pallau 
*3rd   and   Thomas 
*3rd   and   UJilliams 

5th   Street   and   Hoiuard 

8th   and   (Ylission 


10 

0 
0 
0 
1 
0 
0 
2 
2 
0 
0 
0 

1 
1 
1 


2 
1 
1 
1 
2 
4 
4 
2 
3 
3 
3 
1 
2 
0 


*  Asterisks  indicate  arrests,  or  citations  made  u/ithin  the  curfeui 
areas. 
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8th  and  Bryant 
16th  and  Church 
lath  and  Church 
20th  and  Church 
21st  and  Valencia 
18th  and  Dolores 
20th  and  Dolores 
20th  and  San  Carlos 
20th  and  Valencia 
21st  and  Capp 
21st  and  York 
22nd  and  Bartlett 
22nd  and  Folsom 
24th  and  Douglas 
Alemany  and  Onondaga 

*Ash  and  Buchannan 
Brazil  and  Lisbon 

*Broderick  and  Hayes 
Brussels  and  Lisbon 

♦Cameron  and  Doublerock 

*Carl  and  Cole 

*Clayton  and  Page 
Cayuga  and  Seneca 
Cayuga  and  Onondaga 
Cayuga  and  Santa  Rosa 
Cayuga  and  Valerton  Ct. 


aUVENILES 

ADULTS 

2 

0 

1 

0 

2 

0 

1 

0 

4 

0 

1 

0 

4 

0 

1 

0 

2 

0 

1 

0 

1 

0 

1 

0 

2 

0 

3 

0 

2 

0 

a 

1 

2 

0 

0 

1 

1 

0 

0 

1 

0 

1 

0 

1 

4 

2 

3 

1 

5 

0 

0 

1 
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Delta  and  Harkness 
Div/isadero  and  Clay 
*Div/isadBro  and  Eddy 
♦Divisadero  and  Fulton 
♦Divisadero  and  Grove 
*Div/isad8ro  and  Hayes 
♦Eddy  and  Pierce 
*Eddy  and  Steiner 
*rell  and  Buchanan 
*Fillmore  and  Eddy 
♦Fillmore  and  Ellis 
♦Fillmore  and  Geary 
♦Fillmore  and  Fulton 
♦Fillmore  and  Golden  Gate 
♦Fillmore  and  O'Farrell 
♦Fillmore  and  UJaller 
♦Fitzgerald  and  Griffith 
♦Fitzgerald  and  Phelps 
♦Fulton  and  Baker 
♦Geary  and  Webster 
Girard  and  Bacon 
Girard  and  Burrovus 
♦Golden  Gate  and  Steiner 
♦Golden  Gate  and  Webster 
♦Griffith  and  Fitzgerald 
♦Griffith  and  Pallou 


JUVENILES 

ADULTS 

1 

2 

0 

1 

0 

1 

0 

2 

0 

3 

1 

1 

2 

2 

0 

1 

0 

3 

0 

2 

0 

4 

0 

2 

0 

a 

0 

2 

0 

1 

0 

1 

0 

1 

0 

3 

0 

1 

0 

1 

1 

0 

1 

0 

1 

2 

0 

1 

1 

0 

0 

1 
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*Groue  and  Laguna 
*Grove  and  Octauia 
*Grove  and  UJebster 
♦Haight  and  Ashbury 
♦Haight  and  Broderick 
*Haight  and  Buena  Vista  East 
*Haight  and  Clayton 
♦Haight  and  Cols 
♦Haight  and  Fillmore 
♦Haight  and  Laguna 
♦Haight  and  IDasonic 
♦Haight  and  Stanyan 
♦Haight  and  UJebster 
♦Hayes  and  Laguna 
♦Hayes  and  UJebster 
♦Hilltop  and  Navy  Road 
♦Hollister  and  Ingalls 
♦Ingerson  and  Ingalls 
♦Innis  and  Earl 

Jennings  and  Yosimite 

Jerrold  and  Phelps 

Jones  and  Turk 

La  Grande  and  Brazil 
♦La  Salle  and  Southridge 
♦Latona  and  Bayview 


JUVENILES 

ADULTS 

0 

1 

1 

0 

0 

1 

0 

7 

0 

I 

0 

1 

0 

8 

4 

85 

0 

1 

0 

2 

0 

6 

0 

1 

0 

2 

0 

2 

2 

1 

1 

0 

0 

2 

0 

1 

0 

1 

0 

2 

1 

19 

0 

1 

1 

a 

3 

3 

1 

9 
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Oflansell    and   Somerset 
*Lobos   and   Plymouth 
IKIarket   and   Leauenuiorth 
lYIarket   and   Pou/ell 
Iflarket   and   Stockton 
Pflarket  and  Turk 
♦ITlcflllister   and   Fillmore 
♦dflcAllister   and   Gough 
*incAllistBr   and   Laguna 
♦ITlcAllister   and   Pierce 
♦IflcAllistBr   and   Steiner 
♦PflcAllister   and  lUebster 
*IYlendell   and   Hudson 
♦ITiendell    and   LaSalle 
♦Wendell    and   ITlcKinnon 
*IYlendell   and   Oakdale 
IKliramar   and   Grafton 
IKlission    and    Brazil 
IKlission   and   Dolores 
IKlission   and   Niagra 
ITlission   and   St.    rflarys 
mission   and   Silver 
IKloultry    and    3arobe 
*Neujhall    and   Hudson 
*Neu)hall    and    Derrold 


JUVENILES 

ADULTS 

1 

0 

2 

0 

0 

2 

0 

1 

Q 

1 

0 

3 

0 

12 

1 

0 

1 

0 

0 

1 

1 

1 

2 

2 

1 

2 

0 

2 

0 

2 

3 

3 

0 

1 

1 

0 

1 

0 

2 

3 

1 

0 

1 

0 

2 

4 

0 

1 

0 

1 
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♦IMemhall    and  IKIcKinnon 
♦Neiuhall    and   Neiucomb 
*Oal<dale   and   Phelps 

Onondaga  and  Ocean 

Otsego  Ocean 
♦Page  and  ITlasonic 
♦Page  and  Shrader 
♦Page  and  lUebster 
♦Phelps  and  IDcKinnon 

Phelps  and  Palou 
♦Potrero  District 
♦Quesada  and  Haujes 

Quint  and  Evans 
♦Shrader  and  Beulah 
♦Shrader  and  Waller 
♦Stanyan  and  Uialler 

Stillman  and  Bryant 

Tunnel    and   Laythrop 
♦Underwood    and    Jennings 
♦lUatchman   and   fyiissouri 
♦UJestpoint    and   (Yliddlepoint 


JUUEIMILES 

ADULTS 

0 

6 

4 

17 

0 

3 

1 

0 

2 

0 

0 

1 

0 

1 

4 

1 

0 

2 

1 

0 

0 

1 

0 

1 

0 

1 

0 

2 

0 

1 

7 

0 

0 

1 

0 

1 

0 

1 

2 

1 

1 

D 

132  325 
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ADULTS  ARRESTED  IN  CIVIL  DISORDER 

TOTAL  NUWBER  326 

CONVICTIONS  205 

DISmiSSED  91 

UNABLE  TO  FIND  2 

NO  DISPOSITIONS  3 

TRANS.  TO  JUV.  BUREAU  1 

PENDING  TRIAL  B 

BENCH  WARRANTS 16 


69.255^  CONVICTIONS 
30.7556  DISmiSSED 
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DAITIAGE  REPORT  -  CIVIL  DISTURBANCE 


REPORTED  DAIKIAGE  AND  INVENTORY  LOSS 


Property  Damage       Inventory  Loss 


170  Reported  Incidents  of  Civilian       J33,328.00 
Property  Damage 

84  Reported  Incidents  of  Governmental    $11,735.00 
Property  Damage 


67  Reported  Incidents  of  Civilian  $90,824.00 

Inventory  Loss 

0  Reported  Incidents  of  Governmental 

Inventory  Loss  


Totals       $45,063.00  $90,824.00 


GRAND  TOTAL     $135,887,00 
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REPORTED  GO\/ERNmE!\ITAL  PROPERTY  DAOIAGE  AS  A  RESULT 
OF  THE  CIVIL  DISTURBANCE 


Buildings 


Vehicles 


Amount  oF  Damage 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 


Police  Department 
Fire  Department 
municipal  Railway 
Library  Department 
Unified  School  District 
Housing  Authority 


1 
5 
1 


CALIFORNIA  HIGHWAY  PATROL 


24 

S2,000.00 

14 

$5,000.00 

36 

S  962.00 

S   255.00 

1 

$3,145.00 

1 

93.00 

$11,455.00 

1 

$   100.00 

UNITED  STATES  POST  OFFICE 


$   180.00 


TOTAL 


$11,735.00 
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CLASSIFICATION   OF   GOUERNITIENTAL   DAITIAGE    INCIDENTS 


Public  Library 

1 

Schools 

4 

Housing  Authority 

1 

U.S.  Post  Office 

1 

Vehicles 

77 

TOTAL  84 
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CIVILIAN  DAItlAGE  AND  INVENTORY  LOSS  BY  POLICE  DISTRICT 


Southern 

Potrero 

Mission 

Northern 

Park 

Richmond 

Ingleside 


Propsrty  Damaqa 

81,025.00 
$22,336,00 

1800.00 
85,646.00 

$270.00 

$100.00 
$3,151.00 


Inventory  Loss 

$  6,233.00 
$59,780.00 
$16,100,00 
$  8,785.00 
$  3,756.00 

$  1,170.00 


TOTAL 


$33,328.00 


$90,824.00 


GRAND  TOTAL 


8124,152.00 
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CLASSIFICATION  OF  CIVILIAN  DAITIAGE  INCIDENTS 

Apartment  House  1 

Automobile  Repair  and  Parts  Stores  4 

Barber  Shops  4 

Bakery  and  Doughnut  Stores  3 

Charitable  Organizations  2 

Church  1 

Cleaners  and  Launderettes  S 

Clothing  Stores  10 

Department-Variety  and  Appliance  Stores  7 

Electronics  Stores  4 

Florist  1 

Furniture  and  Upholstry  Stores  3 

Gas  Stations  -  Petrollum  Company  4 

Hardware  Stores  1 

Hotel  1 

Jewelry  Stores  4 

Liquor  Stores  10 

Lumber  Company  3 

(flarkets-Crocery-ffleat-Flsh  Stores  31 

Pharmacy  3 

Realty  Office  1 

Record  Stores  2 

Residence,  Private  16 

Restaurant  3 

Savings  4  Loan  2 

Second  Hand  Stores  3 

Shoe  Stores  2 

Taverns  4 

Television  Stores  6 

Vehicles  13 

Ulatch  Repair  Shop  2 

Miscellaneous  Stores  10 

TOTAL  170 
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REPORTED  CIVILIAN   PROPERTY   DAIDAGE   AS 
A   RESULT   OF   THE   CIVIL  DISTURBANCE 


SOUTHERN  POLICE  DISTRICT 


Location 

2nd  &  mission 
1122   Folsom  St. 
1120  Folsom  St. 
1097  Houiard  St. 
7th  &   Irufin 
7th  4   Iriuin 
155  Toiunsend 


Inventory 

TvDe 

Prooertv 
U/indoiu 

Damage 
-  S  50.00 

Loss 

Clothing  Store 

11,233.00 

U/arehouse 

U/lndo(u 

50.00 

Electronics  Shop 

lUlndow 

100.00 

Lighthouse  For  the 

Blind 

lUindoiv 

100.00 

Automobile 

Acid 

500.00 

Automobile 

Acid 

175.00 

C.  D.  Slider  Co. 

TOTALS 

U/indoui 

50.00 
$1,025.00 

11,233.00 

POTRERD   POLICE   DISTRICT 


Location 

Type 

Littrell  Western 

Sales 

Property 

Damage 
$10,00O.0Q 

Ii 

n ventory 
Loss 

1325  Egbert 

2830  Ingalls 

Grocery  Store 

U/indou)  - 
4x8 

96.00 

2498  San  Bruno 

Clothing  Store 

U/indoiu  - 
8x8 

192.00 

% 

1,000.00 

2542  San  Bruno 

T.V.  Store 

U/indoiu  - 
4x5 

60.00 

600.00 

1600  Calvez 

Lumber  Co. 

1,000.00 

1810  -  23rd  St. 

market 

400.00 

615  Bayshore 

Stamp  Redemption 

Store 

300.00 

1,600.00 

1313  Armstrong 

Lumber  Co. 

160.00 

1595  Klendell  St. 

Baking  Co. 

100.00 

300.00 

1495  Oakdale 

Grocery 

U/indouj  - 
2x3 

18.00 
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Potrero  Police  District  (Cont'd) 


Location  Type 

1318  Fitzgerald       fflarket 


217  Hahn  St. 
221  Hahn  St. 

1445  Sunnydale 
1450  Sunnydale 
1601  -  20th  St. 

501  Connecticut 

3rd  Fitzgerald 
4000  3rd  St. 

3900  -  3rd  St. 
4700  -  3rd  St. 

4702  -  3rd  St. 
4706  -  3rd  St. 

4712  -  3rd  St. 
4720  -  3rd  St. 


Bible  Church 
Liquor  Store 

Dress  Shop 

market 

market 

market 

Auto  -  Fire 
Doughnut  Store 

Hotel 
Liquor  Store 

Record  Company 
Furniture 

Fish  Company 
T.  V.  Store 


Inventory 

Property  Dam 

laqe 

456.00 

Loss 

uiindoius   <-  .S 
10x10   (1) 
4x10   (1) 
2x6    (1) 

S   1,000.00 

luindows   - 
3x10   (1) 
2x6    (1) 

126.00 

uiindoujs   - 
10x10   (1) 
4x10   (1) 
2x6   (1) 

456.00 

6,000.00 

luindoiu  - 
3x10   (1) 

90.00 

10.00 

uiindouis  - 
3x7   (3) 

63.00 

200.00 

u/indouis   - 
5x6   (2) 
1x6   (1) 
2x4    (1) 

222,00 

uiindoujs   - 
7x7   (1) 
6x7   (1) 

273.00 
1,500.00 

uiindouis  - 
6x8    (2) 
6x6    (1) 

426.00 

500.00 

uiindoui 
2x5   (1) 

30.00 

uiindouis   - 
(4)   + 
$5,000.00 

200.00 

20,000.00 

uiindou;   - 
4x4    (1) 

48.00 

u/indouis   - 
4x5    (1) 
3x4    (1) 

96.00 

600.00 

u/indouis   - 
4x5    (1) 
5x5    (1) 
3x5    (1) 

180.00 

2,000.00 
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Potrero  Police  District  (Cont'd) 


Location 
4707  -  3rd  St. 

4801  -  3rd  St. 

5298  -  3rd  St, 

4049  -  3rd  St. 
4716  -  3rd  St. 


4517  -  3rd  St. 


4600 
4601 


3rd  St. 
3rd  St. 


4608  -  3rd  St. 


Type 

Sausage  Company 

Ice  cream  Store 

Tavern 

Joseph   Zanetti  Company 
Liquor   Store 


Iflarket 

Pharmacy 
Service  Station 

market 


4618  -  3rd  St. 

Cleaners 

4634  -  3rd  St. 

Shoe  Store 

4636  -  3rd  St. 

Tavern 

4643  -  3rd  St. 

Barber  Shop 

4699  -  3rd  St. 

Service  Station 

4726  -  3r8  St. 

market 

4744  -  3rd  St. 

Tavern 

Property  Dan 

itaqe 

105.00 

Inventory 
Loss 

window  -  1 
5x7  (1) 

t 

windows  - 
2x4  (1) 
2x5  (1) 

54.00 

window  - 
7x7  (1) 

147.00 

windows  - 

1,000.00 

windows  - 
3x5  (1) 
4x5  (1) 
5x5  (1) 
Fire 

180.00 

windows  - 
8x10  (3) 
2x8  (1) 

768.00 

300.00 

windows  - 
5x8  (2) 

240.00 

windows  - 
4x4  (2) 
2x3  (1) 

66.00 

windows  - 
6x8  (3) 
2x6  (2) 

504.00 

1,500.00 

window  - 
5x10  (1) 

150.00 

50.00 

windows  - 
25x6  (1) 
2x5  (1) 

480.00 

1,000.00 

window  - 
2x6  (1) 

36.00 

window  - 
6x8 

144.00 

windows  - 
2x4  (1) 
3x5  (4) 

204.00 

window  - 
2x4  (1) 

24,00 

window  - 
2x3  (1) 
Doors 

18.00 

1,000.00 
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Potrero  Police  District  (Cont'd) 


Location 

4816  -  3rd  St. 

4820  -  3rd  St. 

4830  -  3rd  St. 
4836  -  3rd  St. 

4900  -  3rd  St. 

4901  -  3rd  St. 

4921  -3rd  St. 
5001  -  3rd  St. 

5015  -  3rd  St. 

5021  -  3rd  St. 

5029  -  3rd  St. 

5030  -  3rd  St. 

5066  -  3rd  St. 

5122  -  3rd  St. 
5149  -  3rd  St. 


Type 

Realty  Office 

Auto  Parts  Company 


market 
Variety  Store 

Drug  Store 

Apparel  Shop 

Barber  Shop 
Unknoiun 

T.  \l.   Store 

Jewelry  Store 

Variety  Store 

market 

Hardtuare   Store 

Liquor   Store 
market 


Property  Darr 

laqe 

48,00 

Inventory 
Loss 

luindom   -     $ 
4x4    (1) 

s 

u)indou)3   - 
4x7    (1) 
5x7    (1) 
6x7    (1) 

315.00 

1,500.00 

u/indou/  - 
6x10    (1) 

240.00 

u/indoms   - 
5x6    (2) 
2x6    (1) 

216.00 

500.00 

mindows  - 
6x8    (1) 
10x10  (D- 
shou/case 

225.00 

500.00 

uiindoius   - 
7x10    (2) 

210.00 

1,200.00 

Sign  - 

50.00 

uiindou/  - 
8x10    (1) 

240.00 

2.00 

luindou)   - 
5x7    (1) 

105.00 

mindoiu  - 
5x7    (1) 

105.00 

mindou)   - 
2^x5    (1) 

45.00 

18.00 

luindoius   - 
6x10   (1) 
3x6    (1) 

234.00 

300.00 

mindoius   - 
6x7    (1) 
5x6    (1) 

216.00 

500.00 

u/indou)   - 
1^x5   (1) 

25.00 

mindoius   - 
4x6    (1) 
1^x3^   (1) 

90.00 
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Potrero  Police  District   (Cont'd) 


Location 

6199   -   3rd  St. 

Hau/BS-Armstrong 
1429  ITIendBll   St, 


Type 

T.  V.  Store 

Lumber  Company 
Flores  Press 


TOTALS 


Property  Damaqs 

luindouis   -   $        300.00 
7x6   (1) 


Fire 

u/indou)  - 
4x5    (1) 


60.00 


Inventory 
Loss 


s 


16,600.00 


J22,336.00   159,780.00 


miSSION  POLICE  DISTRICT 


Location 

2260  mission  St. 
2301  mission  St. 
2352  mission  St. 
2376  mission  St. 
2548  mission  St. 
2630  mission  St. 

2800  mission  St. 
17th  &   mission  St. 

2285  market  St. 
2295  market  St. 
4130  Army  St. 

701  Guerrero 

2898  Folsom 

100  Blk.  Lexington 

2838  -  24th  St. 
3078  -  24th  St. 


Type 

T.  v.  Store 
T.  v.  Store 
Clothing  Store 
Clothing  Store 
Jemelry  Store 
Department  Store 

Jeijuelry  Store 
Automobile 

Grocery  Store 

Restaurant 

Automobile 

Grocery  Store 
Grocery  Store 


Appliance  Store 
Tauern 


Inventory 

Property  D? 

jmage 

$   50.00 

Loss 

uiindoui  - 

S       700.00 

200.00 

luindoiu  - 

50.00 

55.00 
795.00 

luindou)  - 

50.00 

10,350.00 

roof  - 

uiindoiu  - 

50.00 

3,500.00 

doors   - 

100.00 

(dented) 

100.00 
90.00 

TOTALS 


roof  - 

250.00 

(slashed  ) 

u/indotu  - 

50,00 

uiindoui  - 

50.00 

autos   ~ 

slashed  tires 

1 

(4) 

luindou)  - 

50.00 

310.00 

uiindouf  - 

50.00 
8800.00 

116,100,00 
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NORTHERN  POLICE  DISTRICT 


Location 

508  Halght  St. 

518  Halght  St. 
530  Halght  St. 
542  Halght  St. 

552  Halght  St. 

588  Halght  St. 
680  nflcAlllster  St. 
976  (TlcAlllster  St. 
999  iricAllister  St. 
1100  mcAlllster  St. 
1193  IKlcAlllster  St- 
1231  mcAlllster  St. 
990  Fulton 
925  Golden  Gate 
935  Golden  Gate 
901  Fillmore 
1006  Fillmore 
1010  Fillmore 
1012  Fillmore 
1027  Fillmore 

1301  Fillmore 
1328  Fillmore 

1336  Fillmore 

1340  Fillmore 


Type 
Cleaners 

meat  Company 
2nd  Hand  Store 
Upholstry  Shop 

Five  &  Ten 

market 

Electronics  Shop 
2nd  Hand  Store 
2nd  Hand  Store 
Bakery 
T.  \l.    Store 
Florist 

Apartment  House 
Auto  Shop 
Auto  Shop 
Supply  Co. 
Electronics  Store 
Five  &   Ten 
Liquor  Store 
Delicatessen 

Liquor  Store 
meat  Company 

Salvation  Army 

meat  Company 


Property  Damage 


Inventory 
Loss 


ufindoius   - 

236.00 

8x7    (2) 

UJindouis   - 

50.00 

mindoui   - 

50.00 

luindom   - 

72.00 

3x8    (1) 

uiindom  - 

144.00 

6x8    (1) 

uiindou)  - 

114.00 

u/indom   - 

50.00 

luindoui   - 

50,00 

mindoiu  - 

50.00 

window  - 

819.00 

window   - 

350.00 

window   - 

50.00 

window  - 

50.00 

window  - 

50.00 

window   - 

50.00 

window  - 

50.00 

window  - 

50.00 

window  - 

5o.no 

window  - 

50.00 

window   - 

96.00 

4x8    (1) 

windows   - 

50.00 

window  - 

144.00 

6x8    (1) 

700,00 

window   - 

105.00 

5x7    (1) 

window   - 

125.00 

8x7    (1) 

30.00 
250.00 


5,700.00 


60.00 
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Northern  Police  District  (Cont'd) 


Inventory 

Location 

.Type 
Electric  Shop 

Property  C 
u/indoiu  -  t 

lamaqe 

i    96.00 

Loss 

1344  Fillmora 

t 

8x4  (1) 

1354  Fillmore 

Barber  Shop 

uiindoiu  - 
8x4  (1) 

125.00 

1418  Fillmore 

Furniture  Store 

uiindoiu  - 
6x6  (1) 

170.00 

220.00 

1440  Fillmore 

Cleaners 

uiindom  - 
6x7  (1) 

126.00 

1454  Fillmore 

Loan  Company 

uiindouis- 
6x6  (3) 

324.00 

125.00 

1501  Fillmore 

Liquor  Store 

uiindom  - 
5x8  (1) 

120.00 

1525  Fillmore 

Clothing  Store 

uiindom  - 

50.00 

1527  Fillmore 

Vacant 

uiindoui  - 
3x8 

72.00 

1539  Fillmore 

Clothing  Store 

uiindouis  - 
8x6 

864.00 

1655  Fillmore 

Shoe  Store 

uiindoui  - 

50.00 

2,400.00 

1661  Fillmore 

Ulatch  Repair 

uiindoui  - 
6x8  (1) 

144.00 

608  Divisadero 

Clothing  Store 

26.00 

843  Divisadero 

Watch  Repair  Shop 

35.00 

Sutter  &  Divisadero 

Auto 

15.00 

Page  &  Divisadero 

Auto 

15.00 

1386  masonic 

Residence 

uiindoui  - 

25.00 

150.00 

508  Scott 

Residence 

mindoui  - 

25.00 

25.00 

929  Scott 

Residence 

uiindoui  - 

25.00 

127.00 

Ellis  &  Scott 

Auto 

50.00 

2950  Pine  St. 

Residence 

55.50 

2534  Sutter  St. 

Residence 

901  Oak  St. 

fdarket 

1,800.00 

1637  Oak  St, 

Residence 

125.00 

1333  Lyon  St. 

Residence 

38.00 
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Northern  Police  District  (Cont'd) 


Location 


Type 


Property  Damage 


Inventory 
Loss 


1925  Turk  St. 

1394  Hayes  St. 

1714  Hayes  St. 

470  Frederick 

1118  Stanyan 

1335  Fulton 

1421  Fulton  St. 

678  Haight  St. 

1448  Haight  St. 

1594  Golden  Gate  Ave. 

411  Shrader  St. 

#2   Tu/in   Peaks 


Residence 
Residence 
Cleaners 
Residence 
Residence 
Auto  Shop 
Record  Store 
Launderette 
Clothing  Shop 
Store 
Residence 
Grocery  Store 


«        40.00 


44.00 


luindou)   -     50.00 


25.00 


TOTAL 


$5,646.00 


$        50.00 
203.00 

23.00 

27.00 
15.00 

791.00 

ino.oo 

20.00 
18,785.00 


RICHiriOND   POLICE   DISTRICT 


Location 


hm 


Property  Damage 


Inventory 
Loss 


3255  Balboa 


Reception  Hall 


luindoui  -     100.00 


INGLESIDE  POLICE  DISTRICT 


Location 

1521  Ocean  Avenue 
1549  Ocean  Avenue 
1537  Ocean  Avenue 


Type 

Liquor  Store 
3eu/elry  Store 
Delicatessen 


Property  Damage 

windouis   -   S     150.00 
mindou)   -  150.00 

luindoius   -  40.00 


Inventory 
Loss 


550.00 
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InqlBside  Police  District  (Cont'd) 


Location 

1551  Ocean  Ave. 
1601  Ocean  Ave. 
4602  mission  St» 
198  Broad  St. 
105  Broad  St. 
304  Randolph 
308  Randolph 
58  Bonvieut 
816  Chenery 
374  Capitol 
1058  Capitol 
2830  Diamond 
15  Grafton 
507  IDoultriB 
67  Porter 
3080  San  Jose 
2598  San  Jose 
423  -  27th  St. 


Type 

Liquor  Store 
Savings  &   Loan 
Drug  Store 
market 

Liquor  Store 
Restaurant 
Grocery  Store 
Residence 
Residence 
Appliance  Store 
Grocery  Store 
Barber  Shop 
Residence 
Residence 
Residence 
Service  Station 
Grocery  Store 
Residence 


TOTAL 


Inventory 

Property 

Damage 
i     515.00 

Loss 

uiindoius  - 

S          50.00 

u/indoius  - 

200.00 

luindouis  - 

315.00 

95.00 

tuindotus  - 

400.00 

50,00 

Fire  - 

800.00 

200.00 

tuindoui  - 

24.00 

uiindou)  - 

60.00 

225.00 

tt/indou/  - 

60.00 

luindoui  - 

5.00 

uiindoiB  - 

75.00 

Uiindow  - 

50.00 

mindou)  - 

60.00 

ttiindoiu  - 

12.00 

luindoiu  - 

5,00 

mindotti  - 

15,00 

luindoi!)  > 

45.00 

uiindouf  - 

150.00 

uiindoiu  - 

13 

15.00 
,151.00 

11,170.00 
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lYlflNHOURS  DEVOTED  TO  CIVIL  DISTURBANCE 


50,192  Total  (Tlanhours  Devoted  To  Civil  Disturbance 
(Not  including  that  of  the  National  Guard) 


The  following  represents  the  number  of  hours  devoted  to  the 
civil  disturbance  in  San  Francisco.  The  hours  are  divided  into 
tu/o  (2)  groups: 

Normal  Tour  -  Those  hours  falling  mithin  the  normal  eight  hour 
ujatch  that  luere  devoted  to  the  civil  disturbance. 

Overtime  -  Those  hours  in  excess  of  normal  eight  hour  match  or 
hours  worked  on  normal  u/atch-off  period. 


5an  Francisco  Police  Department 

Pflanhours   Normal   Tour  21,553 

IKlanhours   Overtime  23,903 

Total  45,456         45,456 


California  Highway  Patrol 


lyianhours  Normal  Tour 

1,700 

ITlanhours  Overtime 

3,000 

Total 

4,700 

4,700 


Sheriff's   Department 


Iflanhours  36  36 

Total  50,192 
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((lANHOURS-NORmAL   TOUR 


Unit 


Tubs, 


Uled. 


Thurs, 


Fri. 


Sat, 


Sun. 


Total 


Headquarters 

464 

879 

955 

803 

310 

273 

3684 

Bureau  of  Inspectors 

1   0 

216 

216 

208 

128 

16 

784 

Co.  A 

850 

432 

288 

296 

280 

280 

2426 

Co*  B 

103 

291 

348 

390 

310 

165 

1607 

Co.  C 

336 

608 

680 

680 

680 

498 

3482 

Co.  D 

53 

303 

166 

135 

83 

40 

780 

Co.  E 

56 

432 

519 

407 

277 

77 

1768 

Co.  F 

101 

363 

416 

437 

427 

443 

2187 

Co.  G 

266 

324 

144 

8 

8 

2 

752 

Co.  H 

180 

308 

420 

348 

280 

72 

1608 

Co.  I 

221 

642 

212 

128 

128 

16 

1347 

Traffic  Bureau 

200 

376 

72 

152 

176 

152 

1128 

DAILY  TOTALS 

2830 

5174 

4436 

2992 
GRAND 

3087 
TOTAL 

2034 
21553 

•111- 


OVERTIiriE  HOURS 
Total  All  Units  -  23,903 

Unit        Tubs.  Wed.  Thur.  Fri.  Sat,  Sun.  Unit 

Sep.  27  Sep.  28  Sep.  29  Sep.  30   Oct.  1  Oct.  2  Totals 

Hqs.         292  605  469  361  311  291  2,329 

Bur.  Insp.   293  186  147  77  203  215  1,121 

Co.  A        322  720  735  586  502  315  3,180 

Co.  B        353  498  438  350  376  216  2,231 

Co.  C        182  545  623  385  355  208  2,298 

Co.  D        235  540  606  409  368  179  2,337 

Co.  E        212  496  488  307  413  267  2,183 

Co.  F        294  429  488  435  283  170  2,099 

Co.  G        331  332  458  307  294  207  1,929 

Co.  H        239  394  512  314  307  187  1,953 

Co.  I        180  239  356  392  429  184  1,780 

Co.  K         49  307  38  35  18  16  463 


Daily      

Totals     2,982     5,291    5,358     3,958    3,859     2,455      23,903 
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INJURIES 


Tubs.,  Sept.  27,  1966  Thru  Sun.,  Oct,  2,  1966 


TOTAL  INJURIES 

■till  I         I  I         .      ^^-        I  ■      I  ■■!  I 

S.F.    Employees 

C.H.P. 

Civilians 


160 


90 

2 

69 


S.F.    EfflPLOYEES 


Department 

Police 

Fire 

Housing 

(Tluni  Railu/ay 

School 

Sheriff 


Injured 
Remained 

But 
on 

Duty 

Serious 
to  take 
off  viorV 

Enough 
time 

Total 

46 

12 

58 

22 

5 

27 

1 

- 

1 

- 

2 

2 

^ 

2 

2 

69 


20 


90 


SUPPORTING  AGENCIES 


C.H.P 
National  Guard 


Civilians  Injured 


2 

- 

2 

^ 

- 

^ 

0 

2 

0 

2 

Reported  By 

Reported  By 

Emergency 

Private 

Hospitals 

Hospitals 

65 

4 

69 

TOTAL  INJURIES 


161 
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victims  of 
Victims  of    Cuttings  or 
Other    Assaults    Gunshots     Stabbinqs     Totals 


Police 


58 


58 


Highiuay  Patrol 


Fire  Department 


27 


27 


School  Department      0 


municipal  Railway      0 


Housing  Authority 


National  Guard 


Sheriff 


Civilian 


35 


16 


10 


69 
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TOTALS     161 


SAN  FRANCISCO  UNIFIED  SCHOOL  DISTRICT 


JUNIOR 

HIGH  SCHOOL 

DIVISION 

ABSENTEEISm  DURING 

CIVIL 

DISTURBANCE 

Average 

NUIYiBER 

ABSENT 

AND  % 

OVER  AVERAGE 

Total 

Day's 

Enrbllfnent 

Absence 

?ept 

.  28 

Sept. 

29 

Sept 

.  30 

Oct. 

_3 

A. P.  Glannini 

1,604 

54 

89 

65fo 

133 

1^6% 

142 

163^ 

131 

143% 

Aptos 

1,326 

46 

81 

l&f. 

117 

I545S 

122 

165?S 

82 

78% 

Ben.  Franklin 

863 

43 

147 

242^ 

271 

530^ 

263 

512?? 

128 

198% 

Everett 

1,820 

88 

347 

294^ 

799 

BOBjg 

797 

806^ 

376 

327% 

Francisco 

1,096 

50 

13 

-74^ 

27 

-46jg 

54 

Q% 

16 

68% 

Herbert  Hoover 

1,702 

52 

125 

140^ 

183 

2529S 

265 

410% 

143 

175% 

Horace  Iflann 

1,291 

141 

104 

-26^ 

669 

374^ 

480 

240% 

145 

3% 

James  Denman 

1,328 

50 

201 

302??; 

331 

562^ 

558 

1016% 

8 

-84% 

James  Lick 

1,174 

50 

128 

156;^ 

359 

618^ 

327 

554% 

161 

122% 

Luther  Burbank 

1,785 

70 

285 

307^ 

588 

740^ 

806 

1051% 

172 

146% 

ITlarina 

1,723 

65 

66 

1.5^ 

71 

9% 

77 

18% 

77 

18% 

Pelton 

1,248 

53 

437 

125% 

798 

1406^ 

678 

1179% 

323 

509% 

Portola 

1,530 

60 

237 

295^ 

1025 

1608^ 

843 

303% 

209 

248% 

Presidio 

1,672 

64 

89 

39?S 

113 

11% 

187 

192% 

18 

28% 

Roosevelt 

1,022 

42 

86 

105?S 

90 

48^ 

115 

174% 

61 

45% 
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SAN  FRANCISCO  UNIFIED  SCHOOL  DISTRICT 
SENIOR  HIGH  SCHOOL  DIVISION 
ABSENTEEISm  DURING  CIVIL  DISTURBANCE 


Average 
Total 


NUiriBER  ABSENT  AND  %   OVER  AVERAGE 


Abraham  Lincoln  2,945 

Balboa  2,611 

Galileo  2,819 

George  UJashington  3,050 

Lomell  2,815 

mission  2,659 

Polytechnic  1,808 

lUoodrom  lUilson  1,738 

Samuel  Gompers  525 


Pay's 
Absence 

Sept. 

28 

Sept,  29 

Sept 

;.  30 

Oct.  3 

250 

325 

30?g 

350  409S 

440 

16% 

250   0% 

175 

252 

445^ 

1051  501^ 

1734 

891?S 

420  140% 

225 

200 

^11^ 

301   3495 

489 

II79S 

242   8% 

280 

251 

-10?g 

400  439S 

732 

161% 

292   4% 

120 

120 

0% 

125   4^ 

145 

21% 

120   0% 

375 

400 

7% 

1900  407?S 

1596 

326% 

600  60% 

175 

398 

121% 

669  282?S 

740 

323% 

429  145% 

135 

225 

67^ 

995  637% 

972 

620% 

390  189% 

100 

228 

12856 

350  2SQ% 

179 

79% 

150  50% 
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WEATHER  BUREAU  REPORT 


September  27,  1966  thru  October  2.  1966 


I«     Comfort  Index  is  not  normally  computed  for  San  Francisco. 


II. 


Table  A 


Oats 


Temperature 


Tubs.  Sept.  27,  1966 
Wed.  Sept.  28,  1966 
Thurs.  Sept.  29,  1966 
Fri.  Sept.  30,  1966 
Sat.  Oct.  1,  1966 
Sun.  Oct.  2,  1966 


Above  or  below 
the  30  yr.  norm 
of  630 


Hiqh 

Lou/ 

Av/eraqe 

for  this 

per 

■iod 

Precipitation 

87 

60 

74 

+  11 

0 

95 

65 

80 

+  17 

0 

90 

68 

78 

+  16 

0 

71 

60 

66 

+  3 

0 

62 

60 

61 

-  2 

0 

60 

56 

58 

^  5 

.01 
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TABLE  B.  WEATHER  BUREAU  REPORTS 


San   Franci 

SCO, 

Californ 

lia 

St 

3pt.    27, 

1966   Thru  Oct.    2,    1966 

Date   & 

Time 

.By 

Hour 

By 

Hour 

llilnd 

minutes 

Precip- 

9/27/66 

Tempera 

ture 

Ulin 

d. 

Direction 

of  Sun 

itation 

HUmiDITY 

1    - 

2 

Am 

62 

2 

111 

0 

0 

n% 

2   - 

3 

Am 

62 

2 

Ul 

0 

b 

3   - 

4 

Am 

61 

2 

S 

0 

0 

80^ 

4   - 

5 

Am 

60 

2 

SE 

0 

0 

5   - 

6 

Am 

65 

10 

N 

Q 

0 

46% 

6   - 

7 

Am 

73 

9 

NUf 

0 

0 

7   - 

B 

Am 

73 

10 

N 

(59) 

0 

34?S 

8   - 

9 

Am 

74 

12 

N 

60 

0 

9   - 

10 

Am 

75 

9 

m 

60 

0 

34?? 

10   - 

11 

Am 

77 

11 

N 

60 

0 

11   - 

12 

N 

79 

13 

N 

60 

0 

285? 

12N  - 

1 

pm 

81 

11 

N 

60 

0 

1   - 

2 

pm 

83 

11 

N 

60 

0 

2Z% 

2   - 

3 

pm 

85 

9 

NUJ 

60 

0 

3   - 

4 

pm 

85 

7 

Ul 

60 

0 

2^% 

4    - 

5 

pm 

84 

10 

Ul 

60 

0 

5   - 

6 

pm 

82 

8 

Ul 

60 

0 

1,9% 

6   - 

7 

pm 

78 

9 

Ul 

(59) 

0 

7   - 

8 

pm 

73 

7 

Ul 

0 

385? 

8    - 

9 

pm 

72 

8 

Ul 

0 

9   - 

10 

pm 

72 

7 

Ul 

0 

52% 

10   - 

11 

pm 

71 

5 

Ul 

0 

11   - 

12 

m 

68 

4 

Ul 

0 

5455 

9-27 

'-66 

i      8:00 

Am 

Dry 

Bulb 

75 

.2 

Uiet 

Bulb   58.2 

Dew  Poin 

t     45 

.118- 


IliEATHER  BUREAU  REPORTS 


San 

Francisco, 

California 

?ept 

.    27,    1966 

Thru  Oct, 

.    2, 

1966 

Dati 

B    & 

Time 

By  Hour 

fly   H( 

3ur 

Wind 

minutes 

Prec 

ip- 

9/28/66 

Temperature 

1     Wind 

Direction 

of  Sun 

itat 

ion 

HUmiDITY 

12B1   - 

1 

Am 

67 

3 

Ul 

0 

0 

1   - 

2 

Am 

67 

1 

Dl 

0 

0 

55?S 

2   - 

3 

Affl 

67 

2 

Ul 

0 

0 

3   - 

4 

Am 

68 

1 

Dl 

0 

0 

55?? 

4   - 

5 

Am 

66 

2 

lU 

0 

0 

5   - 

6 

Am 

66 

2 

U) 

0 

0 

53?S 

6   - 

7 

Am 

68 

3 

Ui 

0 

0 

7   - 

8 

Am 

66 

1 

Dl 

(58) 

0 

S'5% 

8   - 

9 

Am 

69 

2 

NE 

60 

0 

9   - 

10 

Am 

77 

2 

E 

60 

0 

38?? 

10   - 

11 

Am 

84 

3 

E 

60 

0 

11    - 

12 

N 

86 

5 

E 

60 

0 

26^5 

12N   - 

1 

pm 

86 

6 

NE 

60 

0 

1   - 

2 

pm 

87 

4 

NE 

60 

0 

24^5 

2   - 

3 

pm 

90 

4 

N 

60 

0 

3   - 

4 

pm 

93 

5 

N 

60 

0 

20^ 

4   - 

5 

pm 

90 

10 

U) 

60 

0 

5   - 

6 

pm 

87 

10 

U) 

60 

0 

2A% 

6   - 

7 

pm 

54 

12 

Ul 

(58) 

0 

7   - 

8 

pm 

81 

13 

Ul 

0 

2&% 

8   - 

9 

pffl 

81 

8 

Ul 

0 

9   - 

10 

pm 

78 

6 

Ui 

0 

319? 

10   - 

11 

pm 

77 

3 

Ul 

0 

11   - 

12 

m 

77 

2 

Ul 

0 

349S 

9-28-66   8s00  Am   Dry  Bulb   77,3     Wet  Bulb   61.3       Deuj  Point   50 
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WEATHER  BUREAU  REPORTS 


s 

an 

Francisco, 

California 

Sept.    27, 

1966   Thru  Oct.    2.    1966 

Date   &  Time 

By  Hour 

By 

Hour 

lUind 

minutes 

Precip- 

9/29/66 

Tempera 

tui 

re 

U/ir 

Id 

Direct 

ion 

1  Of  Sun 

itation 

HUffllDITY 

12m   - 

1  Am 

76 

2 

Ui 

0 

0 

1    - 

2  Am 

75 

1 

01 

0 

0 

399S 

2   - 

3  Am 

73 

2 

E 

0 

0 

3   - 

4  Am 

71 

2 

E 

Q 

0 

55?S 

4   - 

5  Am 

70 

2 

E 

0 

0 

5   - 

6  Am 

69 

2 

E 

0 

0 

82^ 

6   - 

7  Am 

69 

2 

E 

0 

0 

7   - 

8  Am 

68 

1 

Dl 

(57) 

0 

79JS 

8   - 

9  Am 

73 

1 

01 

60 

0 

9   - 

10  Am 

76 

2 

SE 

60 

0 

559S 

10   - 

11  Am 

84 

2 

SE 

60 

0 

11   - 

12   N 

85 

2 

SE 

60 

0 

33?S 

12N   - 

1  pm 

90 

4 

E 

60 

0 

1   - 

2  pm 

85 

5 

UI 

60 

0 

29jS 

2   - 

3  pm 

86 

4 

E 

60 

0 

3   - 

4  pm 

88 

5 

E 

60 

0 

26?S 

4   - 

5  pm 

86 

11 

Sltf 

60 

0 

5   - 

6  pm 

83 

8 

5UI 

60 

0 

29JS 

6   - 

7  pm 

81 

7 

UJ 

(56) 

0 

7   - 

8  pm 

74 

7 

Ui 

0 

369t 

8   - 

9  pm 

75 

5 

UI 

0 

9   - 

10  pm 

72 

5 

SUi 

0 

41?S 

10   - 

11  pm 

72 

9 

SUI 

0 

11   - 

12  m 

72 

4 

S 

0 

50?S 

9-25 

1-66 

Dry 

Bulb 

76. 

2 

UJest   Bulb 

65.0 

Deiu  Point 

59 
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UJEATHER  BUREAU  REPORTS 
San  Francisco,  California 

Sept.  27.  1966  Thru  Oct.  2.  1966 


Date   4 

Tims 

By  Hour 

By  Hour 

Wind 

minutes 

Precip- 

9/30/66 

Temperature 

Wind 

Direction 

of  Sun 

itation 

HUmiDITY 

12m   - 

1 

AID 

71 

4 

SUl 

0 

0 

1   - 

2 

Am 

69 

1 

Dl 

0 

0 

59% 

2   - 

3 

Am 

68 

4 

su; 

0 

Q 

3   - 

4 

Am 

66 

4 

Ul 

0 

0 

83^ 

4   - 

5 

Am 

65 

6 

ni 

0 

0 

5   - 

6 

Am 

62 

6 

lit 

0 

0 

96?^ 

6   - 

7 

Am 

61 

6 

u; 

0 

0 

7   - 

8 

Am 

60 

2 

Ul 

(56) 

0 

^9% 

8   - 

9 

Am 

64 

3 

s 

60 

0 

9   - 

10 

Affl 

69 

6 

sw 

60 

0 

709S 

10   - 

11 

Am 

69 

8 

lU 

60 

0 

11   - 

12 

N 

70 

10 

Ul 

60 

0 

735^ 

12N   - 

1 

pm 

70 

14 

Ul 

60 

0 

1   - 

2 

pm 

67 

16 

Ul 

58 

0 

889S 

2   - 

3 

pm 

64 

14 

Ul 

7 

0 

3   - 

4 

pm 

64 

13 

sill 

0 

0 

95JS 

4   - 

5 

pm 

63 

12 

SUl 

0 

0 

5  - 

6 

pm 

63 

9 

Ul 

0 

0 

91% 

6  - 

7 

pm 

63 

9 

Ul 

0 

0 

7   - 

8 

pm 

63 

8 

Ul 

0 

96% 

8   - 

9 

pm 

62 

10 

Ul 

0 

9   - 

10 

pm 

62 

7 

UJ 

0 

96% 

10   - 

11 

pm 

62 

7 

SUl 

0 

11    - 

12 

m 

62 

7 

SUl 

q 

96?S 

9-3C 

l-6£ 

» 

Dry  Bulb 

68.8 

Ulet   Bulb   62 

.4 

Dsiu   Poll 

nt      59 
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UIEATHER  BUREAU  REPORTS 
San  Francisco,  California 


Sept.  27.  1966  Thru  Oct.  2.  1966 


Dat( 

3     & 

Time 

By  Hour 

10/1/66 

Temperature 

I2(yi  - 

1 

Am 

62 

1  - 

2 

Am 

62 

2   - 

3 

Am 

62 

3   - 

4 

Am 

62 

4   - 

5 

Am 

62 

5   - 

6 

Am 

62 

6   - 

7 

Am 

62 

7   - 

8 

Am 

62 

8    - 

9 

Am 

62 

9   - 

10 

Am 

62 

10    - 

11 

Am 

62 

11    - 

12 

N 

61 

12N   - 

1 

pm 

61 

1   - 

2 

pm 

61 

2   - 

3 

pm 

62 

3   - 

4 

pm 

62 

4   - 

5 

pm 

61 

5   - 

6 

pm 

61 

6   - 

7 

pm 

61 

7   - 

8 

pm 

61 

8   - 

9 

pm 

60 

9   - 

10 

pm 

60 

10   - 

11 

pm 

60 

11   - 

12 

m 

60 

By  Hour 

Uiind 

minutes 

Precip- 

Uiind 

Direction 

of  Sun 

itation 

HUmiDITY 

7 

SUf 

0 

0 

6 

Ui 

0 

0 

96^ 

6 

SW 

0 

0 

6 

SUi 

0 

0 

9795 

5 

U) 

0 

0 

5 

lU 

0 

0 

979S 

4 

lU 

0 

0 

5 

Ui 

0 

0 

95?g 

5 

UI 

0 

0 

6 

Ui 

0 

0 

90% 

7 

Ui 

0 

0 

8 

Ui 

0 

0 

7895 

9 

Ui 

0 

0 

12 

Ui 

17 

0 

78?S 

14 

Ui 

45 

0 

14 

Ui 

3 

0 

75% 

15 

Ui 

32 

0 

16 

Ui 

43 

0 

73% 

12 

Ui 

0 

0 

11 

Ui 

0 

90% 

9 

Ui 

0 

10 

Ui 

0 

89% 

8 

Ui 

0 

7 

Ui 

0 
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lUEATHER  BUREAU  REPORTS 
San  Francisco,  California 

Sept.  27.  1966  Thru  Oct.  2.  1966 


Date   & 

Time 

By 

Hour 

By  Hour 

Wind 

minutes 

Precip- 

10/2/66 

Temperature 

Wind 

Direction 

of   Sun 

itation 

HUmiDITY 

12m   - 

1 

Am 

60 

7 

tu 

0 

0 

1   - 

2 

Am 

60 

7 

Ul 

0 

0 

839S 

2   - 

3 

Am 

60 

B 

111 

0 

0 

3   - 

4 

Am 

60 

9 

111 

0 

0 

B2,% 

4   - 

5 

Am 

60 

B 

111 

0 

0 

5   - 

6 

Am 

59 

8 

111 

0 

0 

91?S 

6   - 

7 

Am 

58 

8 

III 

0 

0 

7   - 

8 

Am 

58 

7 

SUI 

0 

0 

89?$ 

8   - 

9 

Am 

58 

6 

SIU 

0 

0 

9   - 

10 

Am 

58 

7 

SUI 

0 

0 

95^ 

10   - 

11 

Am 

57 

7 

III 

0 

0 

11   - 

12 

N 

56 

7 

SUI 

0 

0 

85?g 

12N  - 

1 

pm 

58 

B 

SUI 

0 

0 

1   - 

2 

pm 

58 

B 

SUI 

0 

0 

90?S 

2   - 

3 

pm 

58 

6 

SUI 

0 

0 

3   - 

4 

pm 

58 

8 

SUI 

0 

~      0 

94^ 

4  - 

5 

pm 

58 

7 

SUI 

0 

0 

5   - 

6 

pm 

57 

6 

SUI 

0 

0 

B^% 

6   - 

7 

pm 

60 

5 

SUI 

0 

0 

7   - 

8 

pm 

60 

6 

Ul 

0 

0 

86?S 

8   - 

9 

pm 

58 

5 

Ul 

0 

9   - 

10 

pm 

58 

7 

SUI 

0 

87^ 

10   - 

11 

pm 

58 

5 

Ul 

0 

11   - 

12 

m 

58 

7 

SUI 

0 

87?S 
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WSfr?!:—  M   ?5a*««*^v 


fc»*««*- 


,„»««****^ 


^K^^ 


\ 


X- 


^'^^^SS^ 


^^  - 


above,  AERIAL  VIEUI  OF  HUNTERS  POINT  AREA  U/HERE  SHOOTING  INCIDENT  OCCURRED, 
belotu,  AERIAL  VIEUi  OF  HUNTERS  POINT  FACING  SOUTHEAST. 


above,   CLOSE   UP  OF  AREA   U/HERE   SHOOTING   INCIDENT   OCCURRED, 
belour,    IflAYOR   SHELLEY   AT    POTRERO   POLICE    STATION. 


I.^i 


•^'A  DISASTER 

FORCEMENT  OIV 


above,   STAGING  AND  EQUIPPING   AREA    IN  REAR    OF   POTRERO   POLICE   STATION.* 
beloiu,    NATIONAL  GUARD   mOVEBlENT   TO  THIRD  STREET  STAGING  AREA.* 


(.:■ 


above,   CALIFORNIA   HIGHlUAY   PATROL  IflOVEffCNT   TO  AREA   DEPLOYWENT.* 

beloiB,   SAN   FRANCISCO   POLICE   AND  CALIFORNIA   HIGHU/AY   PATROL  DEPLOYIBENT 
AT   BAYVIEID  COITimUNITY   CENTER.* 


,:-H/ 


TYPICAL  DAIYIAGE    INCURRED. 


TYPICAL  DAiriAGE    INCURRED. 


above,  CHIEF  CAHILL  AND  GENERAL  HILL  (NATIONAL  GUARD)  AT  HALL  OF  JUSTICE  HELIPORT, 
beloui,  HALL  OF  JUSTICE  HELIPORT  IN  USE  BY  NATIONAL  GUARD  HELICOPTERS. 


above,    NATIONAL  GUARD   SECTION  OF  EDERGENCY   OPERATION  CONTROL  CENTER, 
belodi,   NATIONAL  GUARD  AREA   DEPLOYIKIENT  SECTION. 


above,    POLICE   EIKIERGENCY   OPERATION  CONTROL  CENTER. 

bslou),    HIGHU/AY   PATROL  SECTION   OF  EUIERGENCY   OPERATION  CONTROL  CENTER. 


I 


A^  V  5f  O) 


3  I A^  I  3  V^ 


CURFEUJ   AREAS   DURING  CIVIL  DISTURBANCE. 


curTeiu  area  of  northern  and  park  districts. 


CURFElli   AREAS   OF   POTRERO  DISTRICT. 


PUANNING   &   RESEARCH   BUREAU 
SAN   FRANCISCO   POUICE   DEPARTMENT 


